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KEWANEE 


Steel Boilers 


Equally Efficient 
for Coal or Oil 


- Oil is liquid fuel, nothing more, nothing less. 
These Features Make : 7 
Kewanee Boilers Ideal A boiler that burns coal successfully, will burn 


for Burning Oil : . ‘ e 
a oil with equally good results. So it is not sur- 
prising that Kewanee Boilers which have for 


The burning of oil produces a quick hot years been recognized as the leading steel 
fire. Hence to be efficient when burni . . . ° 
oil, a boiler must iene cicculetion heating boilers built are becoming known as 
suffic Il the h . 1s 
aa the best boilers when oil is used as fuel. 


In the States where the oil is produced—Kansas, 
Oklahoma, Texas, California—-Kewanee Boilers have 


Also; oil must be burned in a firebox long been accepted as the finest heat making units 
properly designed so that sufficient room 
is provided in which the oil and air can obtainable. 


mix. Big and high fireboxes have 
been a Kewanee ‘‘hobby’’ since the 
first one was built 


So don’t let any one confuse you about this. If a 
boiler is efficient burning coal it will also be efficient 


when burning oil. Kewanee has proved its efficiency 
with both kinds of fuel. 


The sudden changes in the temperature 
of the firebox caused by burning oil de- 
mand great strength. The _ greatest 
known strength in boiler building is ob- 
tained by the riveted steel construc- Ask us for proof. We can 


jon used ir Kewanees. ° ° ° 
ilar atic furnish it, and will — gladly. 


KEWANEE BSILER COMPANY KEWANEE, ILLINOIS 


Atlanta, Ga Cincinnati, Ohio —__—_--—BRANCHES-—-—-_ New Orleans, La. San Francisco, Calif. 
Birmingham, Ala Cleveland, Ohio Philadelphia, Pa. Seattle, Wash. 
Boston, Mass Dallas, Tex El Paso, Texas Los Angeles, Calif. Pittsburgh, Pa. Spokane, Wash. 
Charlotte, N.C Denver, Colo Grand Rapids, Mich. Memphis, Tenn. St. Louis, Mo. Toledo, Ohio 
Chattanooga, Tenn Des Moines, lowa Indianapolis, Ind. Milwaukee, Wis. Salt Lake City, Utah Toronto, Ont., Can 
Chicago, Ill Detroit, Mich. Kansas City, Mo. Minneapolis, Minn. San Antonio, Texas New York City, N. Y- 


STEEL HEATING BOILERS, RADIATORS, WATER HEATERS, TANKS AND WATER HEATING GARBAGE BURNERS 
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“Tt 1s easier to be wise for others than for 
ourselves” 
La Rochefoucauld 


Summer is about over—it won't be long 
before the leaves begin to fall—now,—right 
now, is the time to cash in on the VOGEL Line 
of Frost Proof & Automatic Closet Combi- 


nations and the VQGEE Frost Proof Hydrant. 


Prospects who failed you last year will be 
glad to listen to reason now. They know thata 
VQGEL Frost Proof Closet or Hydrant would 
have saved them many a frozen pipe and 


automobile radiator. 
Be wise for your own sake as well as,your 


customers—you know what he needs—better 
than he does himself—tell ’em and sell ’em. 


RONDA IE. NE ELS: SANE. CME § 





Jos. A. Vogel Co. 


St. Louis, Mo. 
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A Wolverine Story 
In ‘Three Chapters 


Program —we decided in the beginning of our career to 
manufacture plumbing goods for the plumbing trade, that 
should reflect credit on the maker—the master plumber and 
the ultimate consumer, 


‘ 


Performance —That we have succeeded is proved by 
the national reputation for honest worth enjoyed by our 
products, by our business with over 16,000 master plumbers 


of America, who in dealing with us direct, realize and 
appreciate the value of our “Manufacturer to Plumber 
Service.” 


Promise —we will continue to merit the good will of the 
trade by maintaining the highest standards of Quality and 
Service and by constant watchfulness of growing require- 
ments of the plumbing industry. Develop our line so that 


it shall always be both the line of Quality and Service in 
Plumbers Brass and Specialties. 


WOLVERINE BRASS WORKS 


Manufacturers 
PLUMBERS BRASS AND SPECIALTIES 
We Sell the Retail Plumbing Trade Exclusively 
GRAND RAPIDS, MICHIGAN 
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Here’s a Force Cup That Actually 
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WORKS on the Vacuum Principle! 


Make this test for yourself—take a “U. S."” Maroon 
Force Cup—moisten the edge, flatten it against the 
wall of a steel safe or the smooth surface of some other 
well-anchored object. 


Then—try to pull it away! You will find out why the 


“U. S."" Marcon Force Cup is a favorite among Master 


Plumbers. 


It Always Works 


The “U. S.”” Maroon Force Cup is the only force cup 


made that really works on the vacuum principle to 
break up a stoppage. 


Every plumber knows that the weakest part of a 
stoppage is in the drain nearest the sink fixture and 
that it is the pull back, not the push, with a force cup 
that breaks down the solid wall of waste that plugs the 


line. 


The “U. S.”” Maroon Force Cup is equipped with a 
broad smooth lip on the bottom that grips like a leach 
and does not let go until something goes with it. It 
is so designed that, when collapsed or pushed down in 
the center, the cup is completely flattened and every 


cubic inch of air is excluded. 


Built to Last 


Ancther distinctive feature of the “U. S.”’ Maroon 
Fcrce Cup is that it is compounded of a high-grade 


United States 


rubber stock that assures exceptional wear under hard 
use and corrosive conditions. 


Ask for a Demonstration 


It will be worth your while to see the “U. S.”” Maroon 
Force Cup work—it will show you why this force cup 
has established a reputation among Master Plumbers 
as a great money and time saver. 


Write to the nearest “U. S.”’ Branch Store to have a 
representative demonstrate for you the construction 


features that make the “U.S.” Maroon Force Cup the 


most efficient on the market. 


“U.S.” Maroon Plumbing Supplies sold only to Licensed Master 
Plum:sers and Steamfitters and are Manufactured 
and Marketed Exclusioely by 


TRADE MARK 
1790 Broadway, New York City 


These branch stores are Headquarters for the “U.S."’ Maroon Line 
139 Duane Street 
New York City 


300 Second Street 
San Francisco, Cal. 


280 Summer Street 
Boston, Mass. 


440 West Washington Street 
Chicago, Illinois 


Rubber Company 


“U.S: MAROON LINE 


of Plumber's Rubber Specialties 
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Fuel Efficiency and 


Heat Economy in 
















Patents 
Applied For 


1. Welded Steel Draft Governor, 4 inches. 

2. Cold Water Inlet, 34"' Brass Coupling. 

3. Heavy Terne Plate Outer Shell Fin- 
ished in New Process Satin Silver. 

4. Extra Thick Rock Wool Packing— 
Best Known Insulation. 

5. Flue Liner of Heavy “‘Lead Coated”’ 
Terne Plate. 


6. Welded Copper-Bearing Steel Tank, Galvanized Inside and Outside. 


7. Pilot By-Pass with Pilot Regulator. 
8. A.G. A. %"' Standard Gas Cock, Brass. 
9. Brass Trap (Gas Cleaner). 

10. Direct Action All Metal Thermostat. 


11. Heat Choke: Perforations in Enclosed Combustion Chamber. 


12. Extra Heavy Pressed Steel Base. 

13. Hot Water Outlet, 3;"' Brass Coupling. 

14. Extra Heavy Pressed Stee! Top. 

15. Welded Tank Bottom, Natural Dome Design. 
16. Scientifically Designed and Constructed Flue. 
17. Automatic Relief Valve. 


18. Drain Cock, 4%" Brass Connection for Hose Coupling. 
19. Hoffman Special Barber Gauzeless Semi-Bunsen Burner. 


20. Self-Closing Door. 


21. Light Shield Prevents Floor Reflections and Conserves Heat. 


22. Non-Breakable Steel Pipe Legs. 


ears SRNR COMES RR 
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Record-Breaking — 
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i MASTERS 


Automatic 
Storage Systems 


Champions of Their Class 


For unequalled savings in operating costs 
—the Hoffman Master leads! 


And in addition, this new and revolution- 
ary self-contained storage system offers 
never-failing service and a longer, 
trouble-free life. 


There is no other like it—none engineered 
to such high efficiency. It is the only 
system having an enclosed, heat - baffling 
combustion chamber. By using hundreds 
of small perforations in the extended 
tank walls (see No. 11 in diagram view) 
we add hundreds of heating surfaces and 
thus make this the only single unit sys- 
tem providing maximum heat absorption. 


It was planned and built on the basic need 
for greater fuel efficiency and greater 
heat economy. And it delivers those 
requirements in record-breaking degree. 
It is the sensation of the gas appliance 
industry. 

Made in two sizes— 20 and 32 gallons— 
and being non-liming and non-condens- 
ing, it supplies every requirement of 
dealer and consumer. A new folder con- 
tains complete information. May we 
supply all these facts? Address: 


THE HOFFMAN HEATER 
COMPANY 


Also Makers of a Complete Line of 
Instantaneous Water Heaters 


1701-15 Eighteenth Street Louisville, Ky. 
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“(Old Number One” has been pump- 

ing for 5 solid years without a 
pause for replacement or adjustment—the equivalent of 
more than one hundred years of domestic use—And still 


Why? 
One Moving Part! 


No metal-to-metal-friction, therefore no wear! Compare with the 
large number of moving parts and wearing surfaces of the ordinary 
house pump! | 


Other important features of the Burks Super Turbine Pump: | 


It pumps air alone, is not bothered by traps, air pockets or 
overhead loops in suction or discharge line. Has a greater 
suction lift than any other pump. Has no dead centers and 
no reverse action of water within the pump. Picks up its 
load gradually as the motor accelerates, therefore uses 
minimum of current in starting. Noiseless in operation. 








These are some of the reasons why the Burks Super Turbine 
Pump is acclaimed by hydraulic engineers everywhere as the 
nearest mechanically perfect pump in the field today. 


‘‘A Life Time of Service’’ 


A Line on your letter head 
will bring catalog and prices. 









Decatur Pump Company 
632 E. Cerro Gordo S:., 


Decatur Illinois 















WATER SYSTEMS 


SALES CONNECTIONS IN ALL PRINCIPAL CITIES 
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Price or Cost? 


In making a purchase of plumb- ot 
ing material ‘‘Price’’ is often 
confused with ‘‘Cost.” As a : 

matter of fact there is a vast Fy 
difference between the two. 


vTwFrTwewvwrewvwrewvwyvYTwYyFty]w 
Ate 


Price represents the initial out- 14 3 
lay. ee 


Cost is price divided by service 4 
rendered. ea! 


For 75 years plumbing contrac- 


tors everywhere have been prov- re 
ing by practical experience that a 
the actual cost of Bignall Prod- tag 


ucts is less than that of goods 
which may be purchased at a é. 
lower Price. fe 


Order from Your Wholesaler : 


= 
—* 


= 


STOR 
~— 
<* 


rs 
im t= 
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Hook Jaw you can't bend 
e or break 





Accurate handy pipe scale 


\ Housing guaranteed 
unconditionally 
against distorting 
or breaking 


“<~Nut easy to get 
hold of easy 
to turn 











LAP it on a pipe and it grips tight instantly — without 

slipping or crushing. 

But it always lets go at your first move to release it. 

New or old, you simply cannot lock it on the pipe. No 
more battles with stuck pipe wrenches if you use a Pritt! 

Prove it for yourself. Get one from your jobber. If you can 
lock it on a pipe—if you break or distort the housing——if you don’t 
think it’s the finest wrench you ever owned’—return it. We'll give you 


your money back, and no arguments. 


Plumbers and steamfitters who use 
Rteeaxt& will tell you they cut 
wrench repairs to nearly nothing. 
elie te a Mubter weech for Sizes 6" to 48". Same price as ordi- 
pipes in tight places. Can't nary wrenches. If your jobber doesn’t 


pinch your fingers. Perfect have them, write us. 
one hand adjustment. Same 
sizes and prices as straight 


Riterto. THE RIDGE TOOL CO, Elyria, Ohio 


FeliiZai> 
ses anonre WRENCHES 


Mention Domestic ENGINEERING when writing advertisers. 
































September 25, 1926 DOMESTIC ENGINEERING 11 








Quadruple Coils of Copper 


It is obvious that four copper coils, exposing a much larger surface to the flame, 
are more efficient than the usual single coil. Hotstream quadruple coils are also 
connected to brass manifolds with union connectors. 


_ In_addition Hotstream exclusively is permitted to use the Patented Kerogas 
Wick Burner, nationally known and nationally advertised. Lights instantly with a 
match, and is sootless and noiseless. 


Hotstream Kerosene Heaters present a wonderful profit making opportunity. 


Write for Full Information 


THE HOTSTREAM HEATER COMPANY 


**Makers of Heaters That Heat" 
CLEVELAND, OHIO 


NEW YORK ... 210 E. 45th St. BRANCH OFFICES: DENVER 1715 California St. 
CHICAGO .....627 Washington Blvd. SAN FRANCISCO ... Rialto Bldg. PHILADELPHIA 892 Drexel Bldg. 
TORONTO .....269 W. Richmond St. DETROIT .... 1045 Wayburn Ave. CAMBRIDGE, MASS... .491 Main St. 


Manufacturers of a Full Line of Gas and Kerosene Healers — Standard, High-Grade Products to Give Lasting Satisfaction 














Full Protection for You--and Your Customer! 


y 


Because we have confidence in the ‘‘Riverside,’ 
we are able to put this guarantee in every boiler crate 
and we are ready to back it up. 


The ‘‘Riverside’’ is made according to specifica- 


tions in strict compliance with Massachusetts laws, 
but its sizes and capacities are standard according to 
standards adopted by leading range boiler manufac- 
turers working in conjunction with the Department of 
Commerce, at Washington, D. C. 


The five openings, another ‘‘Riverside’’ feature, 
are endorsed by the Na- 
tional Association of 
Only Copper in contact with 


Master Plumbers, Ameri- water. Built for direct or street 


can Gas Association and pressure. With ee 

° Copper Boiler the risk of rust 
all large interested Jobbers aets ib tlm cat of euchiay. 
and Plumbing Supplies Clean hot water—plenty for all. 


. . These are just some of the things 
organizations. your customers want. 


Write us or nearest distributor for the details 


Sold through the Plumbing Supply Wholesaler 


Manufacturers on 
of *“‘Kantleak’’ S 
— IVER I L 
a ~ 
Copper 
Son BOILER WORKS, 
BAILEY-FARRELL MFG. CO, CAMBRIDGE, MASSACHUSETTS, U.S. A. 
Pittsburg, Pa. New York Office: 210 E. 45th Street 


Heatington, W. Va. Charleston, W. Va. JOHN G. KELLY 
Distributors 


Manufacturers 
re) 
“PACKO” 


Automatic 
Storage 
Systems 


THE WALWORTH OHIO CO. 
Cleveland, O. 
Youngstown, O. Erie, Pa. 
Distributors 
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FoR a long time I have held the office of 
Pipe Tool Maker to the American Plumber 
and Steamfitter,— and I shall continue to 
endeavor to discharge the duties of that 
office to the best of my ability. 


than President Coolidge. 


thing. 
gest you send me an order and satisfy yourself. 


Faithfully yours, 


4120-30 Fullerton Avenue 






Nye Barnes Pipe Cutters Nye Thin Knife Blade 


Cutter Wheels 





<a Se $ 2.25 net No. 1 

ceoesercecces 3.00 net Nye thin blade cutter wheels are in a class No.2 

re 5.00 net by themselves. They are a national institu- : 

Sei Ase 10.00 net tion just like Mr. Hughes’ whiskers, Zieg- No.3 . 
15.00 net feld’s Follies or Spearmint Gum. Made to No.4 . 

WEEN EOOES : fit all standard makes of pipe cutters, and 

bahia tad ate 20.00 net guaranteed against breakage in use. 


Mas... 





NYE—the Die Man 
Pipe Tool Maker to the 


American Plumber 
and Steamfitter 


Some fellow once said he didn’t care who wrote the laws 
of the country, if he could write it’s songs and you do 
have to admit that Irving Berlin makes more money 


But as for me, I would rather make the country’s best 
Pipe Tools than to do either and I will be mighty glad 
and thankful for your vote (or order),—which is the same 
If you have any doubts about my claims I sug- 


Hany F Moye. 


THE NYE TOOL & MACHINE WORKS 


Chicago, Illinois 


50} 


Nye Saunders Pipe Cutters 


$1.80 net 
2.70 net 
6.60 net 
10.80 net 


16.80 net 
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T all depends on what it buys. If 
you're satisfied, then $1.25 looks 


little enough. If you think you've been 
“gyped,” it looks as big as a house. 
Advertising has taught the public what 
a tank ball is and does. 
that the only tank ball ever brought to 
their attention is guaranteed to stop 
that noisy wasteful leak immediately 

and keep it stopped fora full three years. 
Is $1.25 too much for that kind of 


satisfactory service? The customers of 


thousandsof master plumbers say “No!” 


MUSHROOM 


trabal 


is the ideal for every class of trade. On the 
best jobs it goes in as a matter of course. In 
the less wealthy homes it is the lowest cost tank 
ball in the long run, for it pays for itself many 
times over in water saved and in longer wear. 
With you, Mushroom Parabal saves kicks and 
come-backs, builds up a reputation for good 
work and nets you a splendid profit on every sale. 
That’s why thousands of master plumbers 
use it on every job! 


iy 


It also knows - 


oy 
Ah 
he > 
| 


Y, 


Wi 
vl ! 


é 


Atl 
| 


jy 
ip 
Yj 
Wi 





How Much is a Dollar and a Quarter? 











- 





be 





EVER~DRI 


The Washer Every 
Faucet Needs Once 
It has withstood 1,000,000 faucet 
turns without a leak. In most 
instances Never-Drip is ideal. 





Re a 
The washer for use wherever 
alkaline conditions prevail. An 
improved design made of rubber 


and asbestos. Withstands high 
temperature and years of wear. 


‘ 





( 








Woodward-Wanger Co. 





Philadelphia 


Oakland, California Chicago,Iilinois Orlando, Florida 
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The man who is so busy that he does not have time to read his trade paper is like 
the man who was so busy chopping wood that he did not have time to sharpen his axe 


EARLY EVERY BUSINESS DAY YOU 
are sure to hear some person say that “credit is 
your best asset.” There is no question as to 
the truth of that assertion, and the successful business 
man guards his credit as he would his life in time of 
danger. But, although every real business man realizes 
that his credit must be kept good, any number of them 
do not realize the importance of answering fully all of 
the questions asked by the credit managers of the con- 
cerns with which they do business. 

J. H. Tregoe, executive manager of the National 
Association of Credit Men, has written a fine article en- 
titled, “The Property Statement,” which is published in 
this “Domestic Engineering.” He 
facts about estimating the 
amount of credit to which a firm is 


entitled, which may never have oc- 


issue of presents 


some 


curred to you. It will be well worth 
your time to read this article and you 
will probably learn some facts which 
will make you feel more friendly to- 
wards the credit man. 


OT THE LEAST IMPOR- 
“ tant of the topics under discus- 
sion at practically every convention of 
master plumbers, is the subject of 
state and municipal plumbing codes. 
Master plumbers in states and com- 


THE BOSS SAYS: 





| ert WE THINK OF MOVING PICTURE 
palaces, we always think in terms of our own 
country. European “movie” houses, or “cinema thea 
ters” as they call them, are not generally thought to be 
on the same plane with our own. However a new tem 
ple of the “silent drama” has just been erected in Lon 
don, England, which embodies some of the most mod- 
ern engineering ideas, and in this issue of Your Weekly, 
its efficient ventilating system is deseribed by a London 
sanitary engineer of wide experience. 

L. Overton, M. I. H. V. E., 


ting engineer, and lecturer on the London County Coun 


is heating and ventila 


cil. He is considered an authority on heating and venti 
lating, and in the article which he has prepared he dis 

cusses in an interesting manner the 
way in which patrons of this new thea- 
ter are assured of an adequate supply 
At this time, 


when this question is being warmly dis 


of warm, fresh air. 
cussed by engineers and the medical 


profession, this article is very timely. 


NOTHER HEATING PROB 
lem is taken up by the “Round 
Table Chairman,” in this issue. Judg 
ing from the increasing number of re- 
plies, the “Round Table” is fast be- 


coming one of the most popular de 





partments. The new problem is just 








munities which have adopted codes 
are naturally proud of the fact, and 








those in sections which do not have a 











as interesting and instructive as the 


previous ones have been. 








code should be anxious to have one. 

R. M. Starbuck, Jr., in his article 
on State Plumbing Codes and Munic- 
ipal Plumbing Codes, compares the 
codes of eleven states and four Cana- 
dian provinces, and of three hundred and two cities of 
this country and our neighbor to the north. In ad- 
dition to the codes he has obtained information regard- 
ing the plumbing requirements and limitations of twenty- 
six other cities and towns in this country, and has also 
compared them with the others. 

Mr. Starbuck’s comments on the various codes are 
interesting and instructive. He may have brought out 
some point in favor of, or he may have brought out 
some point which is not so favorable. At any rate, if 
you fail to read the article you will miss an opportunity 
to learn much about plumbing codes which you should 
know. 


A window should be used to 
display up-to-date merchan- 
dise—not relics 


“ HIS IS THE AGE OF AD- 


vertising,” some person or 


don’t remember 
and the 


help to be 


other remarked (1 


where, or when), master 


plumber needs the had 
through the medium of advertising, as much as does a 
merchant in any other line of business. This week an- 
other business-getting advertising editorial is published. 
If you are already an advertiser, the editorial will help 
solve your copy question, If you are not advertising, 
it will be a splendid piece of copy with which to start, 
It features a seasonable commodity, and its use stamps 
you as a progressive salesman who specializes in the 
things the public needs, when it needs them. 


bo eR 
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BIG BUILDING SERIES No. 93 





“TOLEDO” NO. 2'4 THREADS 4'%” 
TO 6”, EASILY. LIGHT, COMPACT 


AND PORTABLE, 





—AND ON LARGE PIPE NEW YORK CITY, ANOTHER 
USE “TOLEDO’’ TOOLS anne 


You can be sure of perfectly smooth tapered 
threads on any size of pipe up to 12 inches when 
‘“*TOLEDO”’ tools are used. 


These light, portable hand operated tools will 
thread the pipe easily and quickly in practically 
any position. 

When power equipment is desired, just wheel 
into position a ‘‘TOLEDO”’ Power Drive, con- 


nect it to the electric current, snap on the 
switch, and you have the most efficient 


power threading machine. 


A postal brings you copy of our complete 
catalog. 





BUY BY COMPARISON AND YOU’LL BUY A 


“TO a J 


THE TOLEDO PIPE THREADING 
MACHINE CO. TOLEDO, OHIO 


NEW YORK OFFICE: 72 LAFAYETTE ST. 





Mention Domestic ENGINEERING when writing advertisers. 
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At the last annual convention 


Study Assocta- ™ | “ 
the National Association of 
tion By- Laws Master Plumbers, held in 


Louisville, one of Retiring President Henry E. Long- 
ley’s recommendations was that all members should 
study thoroughly the by-laws of the association. He 
pointed out that these by-laws were constructive and 
educational and a helpful guide to bringing about har- 
mony between members and other branches of the in- 
dustry as well as the public. He said that a knowledge 
of them and an effort to further their intent and objects 
would strengthen the National Association. 

Mr. Longley made this recommendation because, in 
his official and, therefore, close connection with the as- 
sociation, he studied closely these by-laws. They 
brought home to him with striking force the purposes 
for which the association was organized, how these pur- 
poses could be achieved and the real good their achieve- 
ment would do the plumbing industry and the general 
public. 

The by-laws, for instance, outline the objects of the 
association as “for the advancement of sanitation and 
encouragement of sanitary laws and the better enforce- 
ment thereof; for the improvement of plumbing ap- 
pliances and plumbing work; for the education of the 
members of the craft in sanitation, and in all that per- 
tains to the betterment of plumbing and the best meth- 
ods of conducting such business; for the establishment 
of harmonious and equitable relations between master 
plumbers, journeymen plumbers and other employes, 
and manufacturers and jobbers of supplies used in 
plumbing, heating, gas fitting and drainage business; 
for the education of the apprentice in plumbing and the 
establishment of an apprenticeship system; and for the 
Then, they provide the ma- 
No one who 


collection of just debts.” 
chinery for carrying out these objects. 
studies them can fail to visualize what the p‘umbing 
business could do with such help. 

It has often been said that a man gets out of his asso- 
ciation what he puts into it. There are some who do 
not “put into it” because they have never taken the 
time to find out what it stands for and what it can do. 
Such men often ask just what good the association does. 
But men like Mr. Longley—men who have worked for 
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the association—have taken the time and do know its 
possibilities. They have benefited themselves through 
it and benefited the industry. When Mr. Longley, 
therefore, urges a thorough study of the National Asso 
ciation’s by-laws, he does so because he knows that an 
understanding of them will make better association men, 


a better association and better business. 


Controllec Ventil: ating men are dec idedly inter- 
< ted in maintaining in the public 
Aur 


mind that mechanical ventilation is 
far superior to window  ventilation—not necessarily 
from a selfish viewpoint but from a sincere conviction 
that their work is essential to public health. It has be- 
come a controversial subject since a professor, about a 
year ago, gained considerable publicity in stating that 
window ventilation was more healthful and that mechan- 
ical ventilation was not a success. Inasmuch as com- 
mittees of learned and experienced men have been ap- 
pointed to go into the matter thoroughly, we are hardly 
taking it upon ourselves to answer the question in this 
editorial. But aside from the technical and scientific 
arguments that can be marshalled, we are interested in 
figures which we have just run across that the cost to 
parents and the community to bring a child into the 
world, feed, clothe, shelter and educate him until the age 
18 is about $8,338 for a family living gn an income of 
$2,500 per year. Of this total the cost to the community 
is $1,100, which, when multiplied by the thousands of 
children yearly reaching the age of 18, runs into a huge 
investment which the country has in its youthful citizens. 
Therefore, when we think that because of their value to 
the community there are regulations which see that only 
controlled, pure milk is provided for these children and 
only controlled, pure food and water, we feel that air 

even more necessary to health and life—should be con- 
trolled. If only to protect its investment, the commun- 
ity should see that this is done. 
systems came into existence because of this need. Per- 
haps they need improvement. There is no doubt about 
the fact that men in that business are constantly en- 


Mechanical ventilating 


gaged in research and experimentation to develop them 
to greater efficiency. But needed they are. Nature, 
bountiful as it is, must be under human control. 


Chicago, Illinois, September 25, 1926 












Ventilating a London Theater 


By L. OVERTON, M. I. H. V. E. 


Hl eating and Ventilating Engineer and Lecturer on the London County Cou ne il 


HE REGULATIONS of the London county council The air conditioning is effected by means of a pre- 


with regard to ventilating installations in theaters heating battery, built up of indirect steam radiators, a 


or places of public entertainment, call for a sup fine mist spray air-washing chamber, and a main air- 


ply of outdoor air filtered, washed, and warmed, before warming battery of steam radiators, all encased in a 


it is delivered into the building, the minimum volume to sheet-steel cover with numerous inspection and clean- 
be 1,000 cubic feet per occupant per hour. ing doors. 

In the Plaza theater—-London’s latest super-cinema A centrifugal ventilating fan, having a capacity for 
illustrations of which are given, this air delivery is car- handling 42,000 cubic feet of air per minute, draws fresh 


ried out to the very letter, as beneath each individual air from above the roof, through a vertical air shaft. The 


seat is placed an inlet through which fresh air is deliv- air before entering the conditioning chamber is treated 
ered. Thus, all persons occupying seats in the theater With a solution of pine wood spirit, which imparts to it 
have their exact share of fresh air, namely, 1,000 cubic a fresh fragrant odor, reminiscent of a pine forest. 


The heating batteries are capable of raising the air from 


feet per hour, literally laid at their feet, so to speak! 
2 F. on entering to 90 deg. F. when leaving the 


The general arrangement of the warming and venti- 22 deg 
lating apparatus is designed on the plenum system with 
a certain amount of direct heating by means of radiators, 


the whole being worked by steam at a low pressure, and 





the condensate collected by a pump on the vacuum prin 

















ciple. 

The steam required is generated in two independent 
tubular boilers (not brick set) each boiler being capable 
of evaporating 3,665 lb. of water per hour; one boiler 
is sufficient for working the apparatus, and they are used 
alternately each month The boilers are worked at 
4-lb. pressure but a reducing valve immediately 
brings the pressure down to 5 or 6 lb. where it enters 
a main header or drum, from which branches are 
taken separately to the air-heating batteries, the 
mains to supply radiators for direct steam heating, 
and steam supply to calorifier for hot water supply 
services All these branches are valved and labeled 


for their respective duties 





Exterior and 
Foyer of the Plaza 
Theater, London 
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heater, but an electric automatic temperature reg- 

ulator may be set to control the supply of steam 4 
to maintain any temperature in the auditorium 
that is required. Indicators showing outside tem- 
perature and inside temperatures of the various 
of the building are Recording 


sections used. 
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thermometers are also placed in the plant room 
so that the engineer may know the exact condi- 
tions prevailing anywhere in any portion of the 
premises, 

From the discharge outlet of the fan, the 
warm fresh air is carried through ducts under 





AI 
OELIVERY 
FAN 








the floors of the stalls and balconies, being de- 


livered through mushroom-type inlets, one of | 
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which is placed under each seat, also branch 
ducts to inlet gratings in foyers and tea-rooms. 

The whole of the auditorium is thus warmed 
by means of the air-heating batteries, but direct steam 
heating in radiators on the vacuum system, is used for 
the foyers, tea-rooms, corridors, and offices, also, a steam 
heating pipe is carried around the orchestra well to pre- 
vent down-draught. 

A centrifugal exhaust fan of slightly less capacity than 
the air delivery fan, is placed in a chamber near the roof, 
drawing the vitiated air through gratings within the dec- 
orative treatment of the ceilings of the auditorium, foyers 
and tea-rooms. 

The whole of the water of condensation from the air 
heating batteries, radiators, and hot water supply calori- 
fier, is collected by an automatic vacuum pump and re- 
ceiver, which delivers it into a condenser water tank, 
from which it is pumped back into the boilers at a tem- 
perature of about 200 deg. F. The vacuum pump main- 
tains about 10 inches of vacuum on the return pipe. The 
condense outlets from the radiators and the air-heating 
batteries are all fitted with steam traps. 

As the steam boilers and plant are situated at a level 
about 40 feet below the ground line they are lower than 
the ordinary drainage system, consequently, a drainage 
sump has been formed under the boiler room floor, pro- 
vided with water level indicator, and 
centrifugal pump, which lifts the water to the 
level and discharges it into the ordinary drains. 

For the supply of hot water to the lavatories, 


automatic electric 
higher 


sinks, 





Main conditioning fan and air delivery plant 


deg. F. and a storage cylinder of 100 gallons capacity 


As an alternative to be used during the summer when 


the steam boilers are not in action, an independent ver 
tical hot supply 
flow and return circulation pipes to the storage cylinder. 


The cold water to feed the apparatus is stored in two 


water boiler is installed with primary 


large tanks on the roof, and an injector is fitted to the 
boiler feed pipes so that it may be used should the feed 
pump be out of action. 

There is a special centrifugal exhaust fan to ventilate 
the operating room, and another centrifugal fan which is 
magnificent organ, 
the tallest pipe of which is 36 feet, and the smallest one 
6 inches. Unfortunately, the occupants of the surround- 
ing buildings are not so constituted that they can allow 


used for blowing the exceptionally 


this musical instrument to be used to its capacity, con- 


sequently it is only played in soft tones. 
Probably the unique feature in the 
of this theater is its electrical outfit, which includes tem- 


most equipment 


perature control, clocks, relay telephones, 
and an electric lift for raising and lowering the keyboard 
of the organ 
may be spot-lighted, or dropped into obscurity, as desired. 
The lighting 
cyclorama. A 
vertically to full stage height, and 
motor, a 


synchronized 
including the organist himself, so that he 
Schwarbe and 
side of the 


from 
may be extended in a 


stage includes a apparatus, 


drum at one stage extends 


this, by electric 


white canvas semicircle 






































etc., a calorifier is provided having a capacity for rais- around the stage; then with the electric appliance, colors 
ing 200 gallons of water per hour from 50 to 150 (Continued on Page 76) 
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Diagram of steam boilers, tanks, pumps and connections 








The 
Property Statement 


a form for the guidance of credit men 


By J. H. TREGOE 


Executive Manager, National Association of 
Credit Men 


HE PROPERTY statement form that has been 
evolved by the National Association of Credit Men 
was prepared to simplify the credit manager's task 
of obtaining a bird’s-eye view of a customer's financial 
condition in practically any line of business. The form 
provides the occupant of a credit desk with the funda- 
mental facts of the condition of a customer’s business at 
the particular time the form is made out. 

The credit manager’s request for the filling out of this 
property statement form is not made primarily to obtain 
evidence in the event of a fraud, nor is it sought in the 
belief that a customer may be dishonest and misrepresent 
his business in conversations with salesmen. The state- 
ment serves merely as an index of the extent of the obliga- 
tions a customer may incur for his own safety and that of 
his wholesaler or manufacturer. These statements are 
kept on file for making comparisons over periods of years 
whereby the credit manager can ascertain the general, 
favorable or unfavorable, changes in the status of a con- 
cern. At intervals, the credit manager obtains new state- 
ments from a concern not necessarily because he believes 
it is experiencing bad business but to make the comparison 
that may recommend an increase in the amount of the 
customer's account with his wholesaler or jobber. 


HOW CREDIT DECISIONS ARE MADE 

HE property or financial statement is not the only 
j presi upon which the credit manager depends to 
credit decisions. Through direct interchange 
information with other members of the credit 
fraternity, credit managers obtain additional facts that 
help them in their credit operations. Much of this co- 
operative work is done among the members of the Na- 
tional Association of Credit Men which is an organization 
of nearly 30,000 members who are also members of local 
associations. For instance, there is a New York Credit 
Men’s Association and a Chicago Association of Credit 
Men, each of which organizations has more than 2,000 
members. These local members exchange credit informa- 
tion with one another by telephone, correspondence and 
personal contact. There are also trade groups in these 
organizations which facilitate the exchange of credit data 
within one field like jewelry. 

This method of gathering credit facts has its limita- 
tions. In order, therefore, to provide something even 
more extensive, the association created a special depart- 
ment called the credit interchange bureau. More than 
half the members of the association are members of this 
national bureau that exists for the dissemination of credit 
information among members. The information is based on 
ledger experience or the experience through a series of 
actual transactions that any one concern has had with its 
customers. This procedure uncovers the amounts of credit 
a concern has been in the habit of allowing a customer 


make his 
of credit 
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PROPERTY STATEMENT TO 
































This is a reproduction of the Property Statement form. Note 
that it is made so that when folded it forms an envelope 


and indicates accurately the customer’s paying habits. In- 
formation of this sort is being constantly gathered by 
local interchange bureaus and passed around to members 
as it is sought. All these facts are cleared through a 
central bureau in St. Louis, thus forming a national clear- 
ance system for handling up-to-date credit information. 


Now to return to property statements which I explained 
were to give the credit manager a bird’s-eye view of 
the stability of a customer’s business. At the top of these 
forms, which are prepared to meet the requirements of 
various trades, appears the statement: 


“For the purpose of obtaining merchandise from you 
on credit, I (we) make the following statement in writing, 
intending that you should rely thereon respecting my 
(our) financial condition as of (date) - - 19 te 

The customer then fills in the blanks that will inform 
his seller of the amount of cash on hand and in the bank. 
Furthermore, he states the amount of collectible accounts, 
notes and trade acceptances outstanding and the value of 
his merchandise on hand. He also states the value of 
other assets such as machinery and fixtures, land and 
buildings and amounts owed from members and employes 
of the firm. 

Balanced against these are the liabilities which include 
all open accounts, amounts owed for money borrowed, 
rents, wages, salaries, insurance and rentals owed and 
other liens such as mortgages and payments due on fix- 
tures and such things recently purchased. 

Following these items are detailed statements concern- 
ing the customer’s business habits, monthly expenses and 
various contingent liabilities. When these data are all 
provided in writing and their accuracy attested to by a 
responsible member of the firm, the form is folded up like 
an envelope, sealed, addressed and sent through the 
mails. 

This procedure is usually insisted upon because accori- 
ing to the United States penal code, it is a crime to trans- 
mit through the United States mails a false statement of 
one’s financial condition in order to obtain merchandise 
or anything else of value. The form then constitutes its 
own proof of the fact that it has been transmitted throuch 
the mails, for when unfolded the statement bears, on the 
reverse side, a cancelled stamp and post mark. 

(Continued on Page 75) 














Tacoma Man Heads Evergreen State 
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Shipping and logging scene, Puget Sound, Seattle, Wash. 
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—HEATING PROBLEM 


Study this problem, copy the layout on the following page and then draw in the pipe 
Send your solution to “Domestic Engineering” and it will be analyzed by the 
Round Table Chairman and discussed by him in a Round Table article a few weeks later 











resents a real problem such as many of you have 

probably never encountered. The writer faced this 
problem about a year ago and it was solved very satisfac- 
torily. 


si DRAWING PROBLEM on the opposite page rep- 


There are three buildings; one is across the street from 
The one across the street is an AIR LINE 
job, and is represented on the opposite page by No. 3. 
You will the the 


The second building was erected in 1910 and a single- 
pipe steam job installed in this building. This is 


the other two. 


note thermostatic air vent on radiator. 


was 


represented by No. 2. Note the plain air vent on the 
radiator 

The third building was erected a year ago and a 
VACUUM SYSTEM was installed in this building. All 
the cast iron boilers were removed from the old buildings 
and all three buildings were supplied with steam from 


the new high-pressure power plant by means of a pressure- 
Radiators No. 3 were supplied with 1 Ib. 
Radiators No. 2 were supplied with 2 to 3 Ib. 
Radiators No. 1 carried only 2 inches of vacuum 


on the supply and 10 in. of vacuum on the return. It was 
decided that all the returns should connect to one vacuum 


pump and that the old air line pump in the building across 
the street be removed and the vacuum pump in the power 
house take care of the air line job. Dry and wet returns 
were connected into the vacuum return to the power house. 


reducing valve. 
pressure. 
pressure 


HOW WAS THIS DONE WITHOUT PULLING STEAM 
AND AT THE SAME TIME REMOVE ALL THE CON- 


DENSATION? 


I have made the problem as easy as possible and I am 


sure the class will solve it without difficulty. A 3-in. 
trap No. 5 was installed, also a receiving tank No. 9. One 
steam main supplied the radiators No. 2 and No. 3. Ra- 
diators No. 1 were supplied by a separate steam main. 


An air vent No. 10 was installed to remove the air from 
This is a thermostatic air vent. 

No. 11 is the vacuum return line, No. 12 the steam main 
supplying radiators No. 2 and No. 3. No. 13 is the vacuum 
return line; No. 14 is the the receiving tank; 
No. 15 is the outlet; No. 16 is the separate main for the 
vacuum system, No. 1 radiator. No. 17 is the trap inlet, 
No. 18 the outlet. 

Connect all the pipes in the proper manner to the trap 
and to the radiators, and be sure that you pull a vacuum 
on the air line job Remember that all the condensation 


the trap. 


inlet to 


and 


must be removed also through the 3-in. trap from the 
steam and air line job. The vacuum job connects to the 
vacuum return line No. 11 from radiator No. 1. 


Locate all the radiator valves properly. If you will stop 
a few moments and study the drawing, you will find that 
it is very simple and is laid out so that you can draw the 
piping very easily. Make your drawing on the opposite 
page, then copy it or trace it and send it in to ‘Domestic 
Engineering.” Draw in all the missing links. 

As all in, your chairman will 
comment on them drawings along with these 


drawings 
the 


s00n as are 


and 
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comments and criticisms will be published in 
Watch for it. 
If you need any further information advise 


entitled ‘“‘The Round Table.” 


Engineering.”’ 
Adjournment is in order. 


~~ 


an article 


“Domestic 





Proper draft on the boiler is very essential. 


draft when boiler tubes are 





This illustration 
shows how a draft gauge may be attached to check loxs of 


partly filled with sow! 
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Advertising Editorial 


A NEW ONE EVERY WEEK—No. 236 







The tathroom is 
the home's health 
room—~not a good 
place to econo- 


mize 





The finest type of fix- 
tures is the best econ- 
omy in furnishing or 
remodeling the bath 
room They're kept 
clean more easily and 
they last longer 


N MANY a house, economy was practiced in 
selecting the bathroom fixtures. If you are 
building, or remodeling, don’t fail to have 


the bathroom in keeping with the rest of the 





house. A little extra thought given to thi vital 


Ask for a 
free copy of 
“The Story 
of the Bath 

It's good 


feature will pay for itself a thousand fold. It 
is the one room vital to the health of the family. 


We'll be glad to serve. Just telephone 


reading 
really a . y 
(In this space your Name, 

story and Pp 
it will in- 
terest every 


Telephone, and 
Address ) 


member of 
the family 








kverybody Reads the Newspaper 


PFA HAT'’S WHY it is such a good medium for advertising. People pay 
powe y to buy the medium in which your advertising appears. They 
deliberately put themselves in the way of your sales message. And 
whatever prestige the newspaper has gained for itself adds value to 
your advertising Talk to your neighbors through the columns of the 
community newspaper It enters the homes of prospective customers. 
and your advertisement attracts the attention of the greatest number 
of people possible You'll find that it pays richly 
week to use the Advertising Editorials No work for you—just clip 
each week's copy out of Your Weekly The illustrations cost only $4.20 
for twelve 


Commence this 
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ALES 
One 


LEZIS£R 
a Week—No. 73 





You probably know of a dozen or two 
prospects for better bathroom equipment 
Have your stenographer write out the f: 
lowing letter and send it to them. Such 


well-directed mailing matter gets results 


JOHN BROW iN 


Plumbing Heating 


Two Rivers, N. Y., 
September 25, 1926 
Mrs. Edward Jones, 
Two Rivers, N. Y. 
Dear Madam: 

The bathroom is the one room vital to the 
health of the family. That being the case, 
economy practiced in furnishing it is apt to 
be regrettable. 

In many a house, when it was being built, 
this was the one place where owner or con- 
tractor thought to save a few dollars. With 
the result that many a bathroom is not at all 
in keeping with the fine, well designed and 
well furnished living rooms. 

Whether you are thinking of building a 
new home, or remodeling your present home, 
we should appreciate the opportunity to offer 
you expert service in its sanitary require- 
ments, and within the limits set by your own 
plans, to give you the very best in material 
and workmanship available. 

Just telephone. We'll be glad to send a 
competent man to talk with you, go over 
plans, or make suggestions for remodeling 

Very truly yours, 
JOHN BROWN 


Adlet 


ONE A WEEK—No. 94 


“ACH WEEK the Adlet forms a part of a 
E connected merchandising plan on this page 
it covers the same subject as the Advertising 
Editorial and the Sales Letter. The fact that it 
occupies only a small space does not affect its 
value. It is as carefully merchandised as the 
larger pieces of copy. If you don’t feel that 
you can afford to use the Advertising Editorial! 
then build toward it by using the Adlet. Copy 
out the one below and hand it to your paper. 








Fine Bath Fixtures 


Are the best economy—they are more 
easily kept clean and they last longer 
and are always good looking. Come in 
and see our complete display of modern 
bathroom equipment. 




















More Cities and States Adopt Codes 
By R. M. STARBUCK, JR. 


ROBABLY there are few connected in any capacity 
with the plumbing trade who have any adequate idea 
as to the status of the trade in any but their part 

of the country. 

The older men connected with the business can look 
back easily to the time when there was no such thing in 
any part of the country as a state plumbing law and it 
was only toward the close of the last century that some 
of the eastern cities began to enact laws to govern plumb- 
ing practice in their own localities. In the last few years, 
however, one state after another has lined up and enacted 
some form of state law. 

In our own opinion, the greatest impetus to this move 
ment given when the United States Government, 
through the Department of Commerce, published its 
“Recommended Plumbing Code for Dwellings and Similar 
Buildings.’’ This report was based most thorough, 
scientific and impartial study and experimental work by a 
commission of nationally recognized experts, covering a 
period of more than two years. 

The beneficial results of this work are many and we 
cannot but express our gratitude for the vision that’ saw 
the project through to the results that are now appearing. 

One of the chief purposes of this government under- 
taking was the simplification of plumbing construction 
without interference with its present efficiency. In our 
own mind, this result accomplished a re- 
markable manner. 

Few of us realize what wonderful 
infinite number of subjects, the various departments of 
our national government have obtained for our use, but 
which somehow have been so covered up and lost to sight 
in many cases, as to be well-nigh unavailable. Not so 
however, with the report and recommendations concern- 
ing plumbing, to which we have alluded, for through many 
channels, including ‘‘Domestic Engineering,’ the value of 
this work has been kept constantly before the plumbing 
trade, from the moment of its original publication. 

Hand in hand with the purpose of simplification has 
gone the equally great purpose of the eventual adoption 
of a universal plumbing code, and it really seems as if 
at the present time great steps are being taken in the 
direction of its actual accomplishment. 


was 


on 


has been in 


information on an 


For a considerable time we have been engaged in get- 
ting first hand information concerning the present status 
of plumbing laws as enacted by the various states and by 
the Canadian provinces. 

We are happy to say that definite information has been 
obtained on this subject from the proper department of 
each one of our forty-eight states and from all but one 
of the eight principal Canadian provinces. The results of 
this interesting and profitable investigation are shown in 
the accompanying table. We have thought it wise to give 
the name of the official providing the information when 


possible. 
Without any doubt, inaccuracies of statement can be 
found in this table but all we can say is that we have 


given the information as truthfully as we know how, and 
shall be glad to rectify errors that may be called to our 
attention. 


The tabulation shows that eleven of the states have 


25 


enacted and are enforcing definite plumbing codes cover- 
ing the conduct of the plumbing business as well as the 
installation of plumbing. 

Of these states, Florida, Indiana, lowa, Maine and New 
York have adopted the code recommended by the United 
States Government. In additions 
been made to meet conditions that presented themselves, 


each instance, have 
but this is exactly in accord with the government's pur- 
Moreover, it is our understanding that the legisla- 
tures of the of Illinois, North Virginia 
and West Virginia have had before them for consideration 
the same that the Missouri State 


Joard of Health is actively urging upon cities and towns 


pose. 
states Carolina, 


recommended code, and 


the adoption of the code. 
that the codes adopted 


but 
the states 


By this we do not mean to say 


and in force in other states are not excellent, we do 


feel a particular interest in seeing so many of 





codes 


Map showing the prevalence of plumbing 


becoming interested in the same set of regulations, for 
it looks to us as if this pointed directly to an equivalent 
of the uniform code that so many of us have been dream- 
ing about for years. 
government 
being 1923 it 

ready appearing. 

It should be added that addition to state 
considerable number.of cities the 
ment code, a subject which we shall refer to again later on. 

Out of eight Canadian provinces, four have provincial 
or state plumbing that in percentage at 
least, Canada is in advance of our own country. 

One of the finest state publications we have seen is a 
sizeable pamphlet published by the Province of Saskatche 
wan and entitled, “Sewage Disposal for Rural Homes in 
Saskatchewan.” It and of doing 
much good along the lines for which it is intended. In 


into 
are al- 


recommendations only came 


that fine 


These 


in so will be seen results 


in action, a 


have adopted govern 


laws showing 


is excellent capable 
the map accompanying this article, we show in a graphical 
manner the location of the which are enforcing 
state plumbing codes and state plumbing laws 
black shows states which enacted plumbing 
codes which regulate the 
cross-lining shows states which have not enacted a code 
but which have enacted laws calling for the examination 
and licensing of all those who work at the plumbing trade. 

In general it appears that the greatest degree of regu- 


states 
The solid 
have 
plumbing 


those 


and direct practice, 
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State 


Alabama 
Arizona 


Arkansas 
California 


Colorado 
Connecticut 


Delaware 


Florida 


Georgia 


Idaho 


I}linoi 


4 Indiana 


lowa 


Kansa 


Kentucky 


Louisiana. 


Maine 


Maryland 


Massachusetts. 


Michigan 


Minnesota 


Mississippi. 


Missouri. 


Montana 





Nebraska 





| Source of Information Status of State Laws—General Remarks 


| State Bureau of Eng 
| 


Status of the Plumbing Laws of the Various States and Provinces of the 


\(F. J. Fahlen, State Supt 


Pub. Health 


iW M. Dickie, See 


|| State Board of Health| 
| 


Robt. G Smith, State 
Plumbing Inspector. 


| {Stanley H. Osborn, State 


Com’s'r of Health 


R. ©. Beckett, State 
Sanitary Engineer 


Dist. of Columbia! 


L. M. Clarkson, Chief 


Engineer, State Board 


of Health 


David Burrell, Com- 
missioner State De- 


partment Pub. Welfare 


Dir. of Sanitation, State| {No state plumbing code. State laws provide for examination and licensing of masters and journeymen. 
Department Public}; A bill was introduced in March, 1925 to establish a code based on the U. S. Government recommenda- 


| 


Health 


H. V 


Board of Health 


Harnest Boyce, Director| {No state plumbing code. Laws call for examination and licensing of masters and journeymen in towns 


and Chief Eng. State 
Board of Health. 

V. C. Dugan, Director 
Bureau State Eng’r. 
State Board of Health 


| ng'r’g Dept., State}/In 1923 a state plumbing code was adopted for the regulation of plumbing practice. There are no laws 


Board of Health. 


} ngineering Dept.,| In June, 1926, a state code went into effect, based on the U. S. Government recommendations with 
State _Department|, additions. There is also in force a very thorough “Industrial Code, Rules and Regulations Relating to 


of Health. 


David Craig, Agent 


State Department of], Examining Board has formulated an abbreviated plumbing code which is recommended to towns, 


Public Health 
Chas. J. DeLand, Secre- 
tary of State 
|/O. C. Pierson, Director, 
i Div. of Records, State 
} Dept. of Health 
| H. A. Kroeze, Director, 
|| Bureau Sani. Eng’r. 
W. Scott Johnson, Chief 
Sani. Engineer, State 
Board of Health 





| 


| 


Pedersen, Chief) {A state plumbing code adopted in April, 1925, based on U. 8. government recommendations, with a 
Sanitary Eng. State}: 


| 


| 


| 
| 
| 


} 
| 
| 
i 


| 





Chas. T. Stewart, Secre- 
tary of State 


| 

ee 

|(W. H. Wilson, Chief,|/No state plumbing code. State law calls for plumbing board and licensing of plumbers in cities over 
State Bureau of Health.|| 40,000. Omaha and Lincoln are the only cities affected. 


United States and Canada 








| No state plumbing laws. 
} 
| No state plumbing laws. 


No state plumbing laws. 
‘No state plumbing laws. Hight of the Bay cities in northern California have adopted or consider adop- 
ting a uniform plumbing code covering examinations, licensing, permits and rules governing plumbing 


practice. 


An extensive state plumbing code was adopted in 1917 and revised in 1919. It covers installation 
and inspection of plumbing, and obliges all masters and journeymen to obtain a state license. 


No state plumbing laws. 
No state plumbing laws. 
In 1926 a revised comprehensive code was adopted. All masters and Journeymen must be licensed. 
In March, 1926, a complete state plumbing code was adopted, including the U. S. government recom- 


mended requirements, with additions to meet Florida’s requirements. Applies to cities of 10,000 or 
more. Masters and journeymen must be examined and licensed by the state. 


No state plumbing laws. 


No state plumbing laws. Several bills before legislature, but have not yet become law. 





tions, but not yet enacted. 
On Sept. 1, 1925, a state plumbing code went into effect, based on the U. 8. Government recommenda- 


tions, with additions. All towns and cities are obliged to enact plumbing codes, which cannot conflict 
with state code. 


few additions. Towns under 6000 have power to regulate and license; all other towns and cities 
obliged to do this. 


of 7000 or more. State Board of Health has prepared and sends out a recommended plumbing ordin- 
ance for small towns. 


No state plumbing code. Last legislature passed law for licensing plumbers in cities of first and 
second class. ‘ 


for examination or licensing of plumbers. 


Sanitation of Factories and Mercantile Establishments.’ No laws on licensing. 

In 1921 a state plumbing code was adopted which was revised in 1923 and 1925. Local codes may add to 
the State law, but cannot be in conflict. All work must be done by licensed plumbers. 
No state plumbing code. State laws demand state examination of masters and journeymen. State 
and has been adopted by many towns. 

No state plumbing code. State laws oblige all cities over 15,000 to examine and license masters and 


journeymen. 


No state plumbing laws. 


No state plumbing laws. 


No state plumbing code. Cities over 15,000 required to enact plumbing laws. State Board of Health 
urgently recommends the U. 8. Government recommendations. 


No state plumbing laws. 
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Status of the Plumbing Laws of the Various States and Provinces of the 


State | 
; 
Nevada | 
New Hampshire 


New Jersey 
New Mexizo 


New York 


North Carolina. 
North Dakota. 


Ohio 
Oklahoma 


Oregon 
Pennsylvania... 
Rhode Island 


South Carolina 


South Dakota. 
Tennessee 


Texas 


Utah. 
Vermont 
Virginia 
Washington. 
West Virginia 


Wisconsin 


| 


Source of Information | 


State Board of Health 

{H.B. Costell, Dir. Health 
State Board of Health 

{PaulS. Fox, State Board 
of Health 


{R. B. Wilson, Publicity 
| Specialist, State Board 


of Health. 
State Board of Health 


(Asa A. Manchester, Chief 
Bureau Plub. Inspec. 
State Board of Health 


{C. H. Gram, Commis 
sioner Bureau of Labo: 
‘H. F. Bronson, Housing 
Eng. Dept. of Health 
R. S. Bemis, San. Eng 
of Plub. and Drainage 
‘A. E. Lagare, Sani. Eng. 
State Board of Health 
(A. H. Wieters, Director 
Div. Sanitary Eng., 
State Board of Health 
{H. R. Fullerton, Dir 
Div. San. Engineering 
Dept. Public Health 
V. M. Ehlers, Chief San 
Engr., State Board 
of Health. 
(T. B. Beach, State 
Health Commissioner. 
Dept. of Public Healt! 
Richard Messer, Chie! 
Eng., St. Bd. of Healt! 


H. W. Nightingale, San 
Eng., Dept of Healt! 


E.S. Tisdale, Chief Engr., 
Div. of San. Engr 
F. R. King, State Sani 
Eng. St. Bd. of Healt! 





Wyoming. 


Alberta. 


British Columbi: 
Manitoba. 


New Brunswick 
Nova Seotia 
Ontario 


Quebec 


Saskatchewan. 


‘No state plumbing code. 





G. M. Anderson, State 


Health Officer 


R. B, Owens, Provincia 
Sanitary Engineer. . 
H.E. Young, Provincial 

Health Officer. 


George C. Melvin Chief 
Medical Officer, Dept. 
of Health. 

fA. C. Just, Provincial 
Health Officer. 

Chief officer of Health. 

Victor A. Fournier, Ass’t. 
Sanitary Eng. Provl. 
Bureau of Health. 

N. N. Seymour, Deputy 





Minister of Public 











Health . wesane [ 


United States and Canada—Continued 


Status of State Laws--General Remarks 


No state plumbing laws. 


No state plumbing laws. 
No state plumbing code. State law authorizes local municipalities to adopt their own laws. 


No state plumbing laws. 


No state plumbing code. State laws call for the establishing of plumbing boards and licensing in all 
cities. In 1925 the U. S. Government recommendations with additions were adopted as the standard 
state code, recommended to all municipalities, by State Dept. of Health; state conference of Mayors, 
and state master plumbers association. 


{No state plumbing code. State law gives control to local governments. The U.S. Government recom 


mended code came before the last legislature, but has not become law. 
No state plumbing laws. 


In 1921 a very complete and fully illustrated state plumbing code was adopted and amended in 1926 
Power to license is given to local governments. 


No state plumbing code. State law governs the examination and licensing of masters and journey men. 


In Feb., 1925 a very rudimentary state code was adopted. It provides for the registration of plumbers. 


‘A state plumbing code for second and third class cities has long been in force. The state has no power 


in licensing. Philadelphia has its own code. 


No state plumbing laws. 


No state plumbing laws. 
No state plumbing laws. 


In 1925 standard plumbing laws and code were passed for counties of 165,000 
to 190,000. 


No state plumbing laws. The Texas Asso. of Sanitarians show in their book “Applied Municipal Sanita- 
tion,’”’ a recommended code for small towns. 


No State plumbing laws. 


No state plumbing code, except a code governing the installation of plumbing in public buildings. 


No state plumbing laws. There is expectation of the adoption of a standard plumbing code by the 
next legislature. 


No state plumbing laws. 
No state plumbing laws. A definite attempt has been made to have a standard code adopted 


A very complete and fully illustrated code has been in force several years. Cities may make their own 
plumbing laws if not in conflict. Masters and journeymen must have state exampnation and license 


No state plumbing laws. 
Canada 
A state plumbing law of 100 sections has been enacted. 


There is no provincial law other than regulations covering the weight of cast iron soil pipe, and the uve 
of fittings on soil, waste and vent lines. 
No information. 


A plumbing code of considerable completeness is in force. Masters and journeymen must have state 


examination and license. 
No state plumbing laws. 
No state plumbing laws. 


An outline of plumbing law has been adopted, covering seven principal points 


{A complete plumbing code was adopted in 1921. A most excellent publication, “Sewage Disposal for 


Rural Homes in Saskatchewan,” fully illustrated, is freely distributed by the provincial Department 


of Public Health. 
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THE U.S. AND CANADA lation is to be found in 
DATA FROM PLUMBING CODES OF THE U. S. cng eng 
Date tled sections of the 

ot Unvented Requirements for a 
City or State Latest Type of Venting Anti-Syphon Traps Use of Wet Use of License to do country. It is not to 
Re- Specified Allowed Vents Main Trap Plumbing be thought however 
vision . . 
that because a state 
Ala Within 15 ft. of stack | Not used Examination for masters has no plumbing law, 

and jour Sta : 

Rir ee ( sll die lel ern all its municipalities must 
baths and lave therefore be poorly 
new work 

Gadeden. Als Prohit ited | No regulations equipped to carry on 

Huntaville, Ala 2 

Flagstaff, Ar ) Registration only for plumbing operations, 

0 asters. ry 

Phoenix, Ariz 1920 | Continuous Allowed .-++| Prohi: ited No enforcement for very many cities 

Fort Smith. Ark No Not allowed No rezulations and towns in these 

Hope, Ar On permit Prohitited | Examination for masters 

, and jours states have provided 

Hot Springs, Ark 192 Examination for masters 

and jours themselves with the 

Alameda, (a 1 ( tinuc Required Registration only for . _ 

masters and jours best of plumbing reg 

Alhambra, Ca ( tir * W he : impossible to ulations. 

Anaheim, Calif Registration only for It does seem, how- 

masters. 

serkeley, Calif 1921 | Prohi' ited Registration only for ever, as if state regu 

| | masters { 
. ef 

Eureka, Calif 124 | Required ..| Registration only for lation could do a great 

:, . a masters deal for those states 

reano, Cali Continuous and circuit ) Not allowec 

Fullerton, Calif 19 | Not specified that are less densely 

Long Beach, Calif Continuous and circui When impossible t | 

a en ree ae populated. It appears 
: When impossible to | | Registration only for to us that often in 
Los Angeles, Calif ! Continuous and circuit vent -| Optional masters. 
Merced. Calif 1022 Prohibited | Examination for masters such states, towns may 
} and jours. 

Monrovia, Calif 1925 | Continue | Examination for masters be too small to under- 

and jours. . : 

Nat ai City, ta be ( . | | | samt for masters take the task of mak 

and jours. ing and enforcing their 

Orange, Ca O11 | Cr } | Registration only for 

| _ masters. own plumbing laws 
Palo Alto, Calif 1 | | Prohibited. | Exz tion for masters 
; | —— but that under a state 
Pasadena, Ca 24 | Cont s and circuit | | Prohibited. .| —* only for law, the work is al- 
Redwood City, Calif 1922 Required | Registration only for ready done for them. 
j ] masters. 
Riverside, Calif 1928 No regulations. In this connection 
cramento, Calif 1923 | Continuous pore | Prohibited. | Examination for masters 
ees | |, and jours there comes to mind 
an Bernardino. Calif ( ti | Notallowed. Prohibited | Registration only for the state plumbing 
masters. 
San Diego, Calif 1922 | Continuous and circuit | No Prohibited ——- for masters codes of Ohio and 
| | | and jours. . 
an Francisco, Calif 1922 | Required Examination for masters Wisconsin. Both of 
| and jours. a 
san Mateo, Calif } 1922 | | Prohibited. .| Registration only for these are almost equiv- 
masters. alent to text books on 
anta Ana, Calif 1924 | Continuous | Allowed Prohibited .| Registration only for 7 
masters. the subject of plumb- 
| Fountains dentals.| 4 ; 
snta Barbara, Calif } 1918 | Continuous 45° and 60 and if impossible Only Pac un- Rezstritions only fir ing, and for the va- 
| | || to vent || avoidable Prohibited masters. ; . 
| Suly | che rious cities and towns 

San Jose, Calif | 1926 | Continuous 45° and 60° | No | deemed|{Examination for masters to be able to operate 

| necessary|\ and jours. 

Santa Rosa, Calif } 1903 | Required Registration only for under such guidance is 

; ome | | masters. 
Stockton, Calif | 1925 | Continuous 45° and 60° | In emergencies, on! 4 a fine thing, unheard 
| , rm | ‘ , " J 
i Pn Pe special permit Prohibited. .| Not specified of in the “good old 
Ventura, Calif 1924 | Continuous | | 
Colorado, State of 1919 | Continuous and circuit | | State examination for times’ we hear so 
| | masters and jours. 
| 
| | |/When impossible to| } Registration only for much about. 

Canon City, Colo , 1909 | vent | } masters and jours. > —* 

| }/When impossible to - wile PA Registration 1 only for We hope the day is 

Colorado Springs, Colo 1919 | Continuous 45° and 60 vent owed on W. U. 8 masters and jours. 

Fort Collins, Colo 1924 | ' Registration only for not far distant when 

| | | masters and jours. we shall be able to 
|{When impossible to} Registration only for si 

Trinidad, Colo 1909 vent ‘| masters and jours. publish a map showing 

Bridgeport, Contr 1915 | Crown No | Not allowed... | Examination for masters much more black than 

| and jours. 

Derby, Conn | Continuous and crowt | | Required Registration only for this present one does, 

| masters. 5 

Hartford, Conr 1919 | Continuous and circuit | No Not allowed | Optional | Examination for masters and what a fine thing 

| | | and jours. 

Meriden. Conr 1921 Crown | } Required Registration only for it would be if we could 

masters. - s 
{In bidgs. of 3 stor- make the whole thing 
New H ven, (onn Continuous | On sper jal permit tenand lem onty) Examination for masters black. 
| (1 W .C. on floor) Required | and jours. 

New London, Conn Continuous On special permit On permit | Required Not specified. The adoption of a 

Norwalk, Conn 1922 | Crown Required Examination for masters , 

and jours. state plumbing code is 

Stamford, Conn 1925 | Prohibited..| Examination for masters a mighty fine object to 

| and jours. 7 

Torrington, Conn 1919 Optional. | —- only for work for, and we hope 

| masters. 

Waterbury, Conn Prohibited et specified , ; this tabulation and the 

Wilmington, Del 1912 | Continuous On alterations | Registration only for ; 

| masters and jours. article dealing with it 

Washington, D. C 1926 | Continuous and cireuit | On special permit Optional... .| — for masters may have some influ- 

Florida, State of 1926 | Continuons, circuit, loop State examination for ence in helping to 
| masters and jours. 

When impossible to |{/Examination for masters bring such results to 

Daytona, Fla Continuous vent Allowed Prohibited..|\ and jours. 

On old work and at , |} Examination for masters pass. 
Jacksonville, Fla 1912 | Continuous and circuit center of room Allowed Prohibited..!\| and jours. According to our in- 
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Fire Underwriters Building, John 
and Gold Streets, New York City. 
Architects, Clinton & Russell. 
Installation made by W. G. Cor- 
nell Company, New York City. 
















Arco Packless Valves 
for steam, water or va- 
por, are made in angle, 
corner and globe pat 

terns. Name on dial, if 
desired. 





wy 


mmm ciniire 


In the home 
of perfect specifications— 


ARCO Packless Valves 


“Passed by the National Board of Fire Under- 2 They pay for themselves by saving the annual ex- 
writers” has always been a mark of quality. pense of repacking. 


Naturally, the Fire Underwriters were most 3 They prevent leaks—one of which may cost more 
particular in the selection of every piece of than all the valves in the building. 
material that went into their building. So, of 4 They add to the comfort of the owner or his tenants. 
course, when it came to the specification of radi- Arco Packless Valves open with one smooth turn. 


ator valves, Arco Packless Valves were selected 
for every one of the 984 radiators. And they 
brought these four advantages: 


1 Arco Packless Valves are good looking. They add a 
finishing touch of smartness to a radiator. 


A heating plant deserves accessories that insure perfect 
performance. Every radiator deserves an Arco Packless 
Valve. 


The ARCO PACKLESS VALVE is one cf many 
heating accessories made and guaranteed by 


AMERICAN RADIATOR COMPANY 





SPECIALTIES DEPARTMENT 


816 So. Michigan Avenue 


Chicago, Ill, 








Mention Domestic ENcINgERING when writing advertisers. 
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DATA FROM PLUMBING CODES OF THE U.S. AND CANADA- —Continued 


City or State 


Palm Beach, Fla 
Pensacola, Fla 


St. Petersburg, Fla 
Atlanta, (ia 


Columbus, Ga 


hampaizn, | 
Chicazo, I! 
Danville, Ill 
East St. Louis, I! 
Elgin, Ii 
Elmhurst, Il 
Highland Park, I! 
Jacksonville, Il) 


Johet, I 


Kewanee, | 
ibert lle, | 
Moline, |! 
Peoria, Ill 


West Frankfort, Il! 
Indiana, State of 
Fort Wayne, Ind 
Indian apolis In 


lowa, State of 
Burlington, lowa 


Cedar Rapids, lowa 
Clinton, lowa 
Council Bluffs, lowa 
Davenport, lowa 
Des Moines, lowa 


Keokuk 


lowa 


Mason City, lowa 
Ottumwa, lowa 
Waterloo, lowa 

= 


Coffeyville, Kans 


Kansas City, Kans 
Manhattan, Kans 
Newton, Kans 
Parsons, Kans 
Pittsburg, Kans 


Salina, Kans 
Wichita, Kans 
Fort Thomas, Ky 
Louisville, Ky 
Fulton, Ky 
Louisiana, State of 
New Orleans, La 


Shreveport, La 


Maine, State of 
Lewiston, Maine 


Portland, Maine 
Maryland, State of 
Baltimore, Md 
Cumberland, Md 


Hagerstown, Md 
Barnstable, Maas 
Belmont, Maas 


Date 
of 
Latest 


Re- 
vision 


1919 


1918 


1924 


1920 


1924 
1925 


1925 


1v20 


1926 


1918 


1924 
1925 
1923 
1926 


1919 | 


1926 | 


1921 
1893 


1923 


1924 | 


1922 
1911 
1915 


| 
Type of Venting 
Specified 


Crown 
Continuous and circuit 
Crown 


Continuous and circuit 


Cont. and cir. baths not 
vented 


Continuous 
Continuous and circuit 


Circuit only 


Contanuous 
Continuous 


Continuous circuit 


Continuous 


Continuous 


Continuous, circuit and 
crown 


Continuo’, circuit, loop 


Continuous and circuit 


Only when necessary. 


Continuous, circuit, loop}. 


Continuous and circuit 
Continuous and circuit 
Continuous 
Continuous, 
vented 
Crown 
Continuous 


Continuous 


Continuous 


Continuous 45 


Only houses of 2 or more 
stories ventec 
Continuous 


Continuous anJ 


Continuous 


Continuous and circuit 

Continuous and circuit, 
crown on permit 

Continuous and circuit 


Continuous and circuit 
Continuous 


Circuit 


Traps within 7 ft. of | 


stack not vented 


Continuous and circuit | 


Continuous 
Continuous and circuit 


baths not 


circuit 


| 
Unvented 
Use of Wet 
Anti-Syphon Traps 
Allowed eas 
When impossible to 
vent 
No Allowed ¥ 
Allowed on W. C. 
vents 
When impossible to) Allowed on W. C 
vent vents 
On old work basins 
only 


At discretion of in- 
No spector 


Lav. waste 


On special permit Not allowed 


Not allowed 
| Not allowed 


Allowed 


Under special condi- 
tions 


In old buildings 

Only in special cases. Allowed 

No | Allowed 
Allowed 


In emergencies 


| No Not allowed 
| On ped. lavs. and 
fountains 


ay] 
from wall. | Not allowed. 


No 
baths 
Drum traps when im- 
possible to vent Allowed 


No 
Not allowed. 
In bungalows 


On special permit 


| Not allowed 


When impossible to|//W. C. vent as wet 
to vent vent for lav. 
No On loop and cir. 
vents 
| 
| 
| 
Allowed | Allowed 


Not allowed. 


On circuit vents 


| 


may 
vent drum trap. .| 


Lay. may vent bath| 


On lavatorieg and} 


| adie 
for 
Ag License to do 
} Plumbing 
Examination for masters 
Prohibited..|| and jours. 
| Prohibited..; Registration only for 
masters. 
| Not specified. 
\{Registration only for 
Permitted. .|| masters. 
{Registration only for 
\\ master and jours. 
|{Examination for masters 
and jours. 
| Examination for masters 
and jours. 
Not specified. 
| Required | Examination for masters 
| | and jours. 
Prohibited No regulations. 
| Examination for masters 
| and jours. 
| Prohibited..| Examination for masters 
| and jours. 
| Examination for masters 
| _ and jours. 
| Required. ..| Not specified. 
| Prohibited | No regulations. 
| Required... | 
| Examination for masters 


| and jours. 
| Required for} 
| bldg. close} 
| to higher! 
| bldg Examination for masters. 


| Examination for masters 


| 








| and jours. 
Prohibited. .| Examination for masters 
| and jours. 
| | Examination for masters 
| and jours 
| if Examination for masters 
| and jours. 
| Required Not specified. 
Optional. No regulations. 
Optional. Examination for master 
and jours. 
Optional. ‘Registration only for 
masters. 
Prohibited. .| No regulations. 
Prohibited..| Examination for master: 
and jours. 
Prohibited Examination for masters 
and jours. 
Required 
| 
| |{Examination for masters 
| and jours. 
| Required. ..| Examination for masters 
| and jours. 
| Prohibited .| Registration only for 
masters and jours. 
| |/Examination for masters 
I and jours. 
| Prohibited .| Examination for masters 
| and jours. 
|/Examination for masters 
|\ and jours. 
|! Examination for masters 
Prohibited } and jours. 
Required Examination for masters 
| and jours. 
Required...| Examination for masters 
| and jours. 
Examination for masters 
and jours. 
| Prohibited Examination for masters 
| and jours. 
| |{/Examination for masters 
Required and jours. 
\ a for masters 
and jours. 
| Registration only for 
| | _ masters. 
Prohibited..} Examination for masters 
and jours 
| Registration only for 
masters. 
Prohibited. .| No regulations. 
No oom 
Optional. 


Examination for masters. 


Examination for masters. 


Optional 
Prohibited 
No regulations. 


| Required Registration only for 
| masters and jours. 
| Required Examination for masters 
| and jours. 
Permitted No regulations. 
| Prohibited Registration only for 
| masters. 
{ Registration only for 
| Required masters. 
...| Not specified. 
| | Not specified. 
| Optional....! Not specified. 
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formation, about tw en- 
ty of the states hve 


laws calling for ‘he 


examination, registra 
tion and licensing of 
master and jour: 


man plumbers, or at 
least of the masters 
What happens, 
ever, when a master or 
journeyman wants to 
work in another state” 
He will often have to 
stand an examination 
before he can go to 
work. With uniform 
laws in all of the 
states, this ought to be 
overcome. 
Iowa has a 


ho \- 


law as 


follows: “A plumb- 
er’s license shall be 
valid and recognized 
throughout the state 
for a period of one 
year.”’ That would 
seem to be O.K. in 
Iowa, for that state 
has a standard code 


but how would it work 
in Connecticut? The 
practice in Norwich 
may or may not be 
better or inferior to 
that in Hartford, 
it would not be safe to 
say that a workman 
qualified for one 
would pass muster in 
the other. 

Colorado has the fol- 
lowing law: “The 
board of health 
license without exam- 
ination, upon the pay- 
ment of the required 
fee, applicants who are 
duly licensed under the 
laws of other 
having requirements 
for the 
regulating of 
ing, deemed by 
said board to be equiv- 
alent to the require- 
ments of this state in 
the matter.”’ This law 
seems to be well based, 
but, nevertheless it 
must often be a < 
tion whether an 
of-state plumber 
should be 


and 


city 


may 


states 


licensing and 
plumb- 


the 


it- 


admitted 


without examination 
The foregoing is 
only one of many of 
the issues that the uni- 
form code would help 
to settle, and we feel 
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Honeywell is Vital to Real 
Heating Comfort 


When a product has enjoyed the phenom- 
enally increasing public favor that Honeywell 
has experienced, that product must be right 
and desirable beyond question. 


The fact is that Honeywell has proven so 
certain in its operation, so conclusively de- 
pendable, that the majority of home-owners 
will no longer be without the convenience of 
automatic control. 


And Honeywell, in service, is wresting from 
every type of heating installation such rare 





Hi thi - T i 4° 
wie Gasondlie leesied talenes” aoe. new qualities that men and women everywhere 


ment clock and high grade thermometer. 


have come to think of Honeywell as vital 
to achieving utmost heating comfort. 


The Honeywell Heating Specialties Co. 
Wabash, Ind. 


This is Significant 


The growing popularity of 
Honeywell is a fact worthy of : - 
thoughtful consideration. The 
leading manufacturers of heat- 
ing boilers are today recom- 
mending Honeywell exclu- 
sively; and of the important 
automatically controlled do- 
mestic oil burners listed as 4 

7 


















standard by Underwriters’ 











Laboratories, Inc., a majority Va 
is equipped with Honeywell 

The Honeywell electric regulator motor simpli 
controls. fied by the elimination of six parts commonly 


employed in motor design 


HONEYWELL 


Temperature Regulators 
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Flexitite Disc 





Makes Perfect: Contact with Valve Seats 


HE above photograph shows a cut section of 
the body and disc of the 1+ inch Flexitite Disc 
Gate Valve, actual size. 


Note the saw slot in the disc. It is this slot that 
gives the disc the slight flexibility, found only in 
this valve. It is this flexibility which permits the 
milled faces of the disc to conform perfectly to the 
milled faces of the seats. 


Perfect contact between disc and seats—that is ex- 
actly what you get in the Flexitite Disc Gate Valve. 


That is why it never leaks. 


Don’t you install many valves where your customer 
says they must not leak? And wouldn’t the customer 
like to use a gate valve in many of those places, in 
order to get the full opening it provides? 


Ask your Wholesaler about this Flexitite Disc Gate 
Valve, or write direct for illustrated literature. 


Ohio Brass Company 
Mansfield, Ohio 


186-Vv 


PORCELAIN 
INSULATORS 


LINE MATERIALS 
RAIL BONDS 
@ | CAR EQUIPMENT 

MINING 
MATERIALS ae 


VALVES 

















Mention Domestic ENGINEERING when writing advertisers. 
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that the day of the 
uniform code is draw- 
ing nearer and nearer. 


A STUDY OF PLUMB- 
ING CODES 


ANY months ago 
M there appeared 
in “Domestic Engi- 
neering’ two photo- 
graphs showing the 
collection of municipal 
state plumbing 
codes that the writer 
of this article had col- 
lected. Since’ that 
time, this collection of 
codes has very great- 
ly increased, in fact, it 
has been added to 
to such an extent that 
further additions seem 
difficult. 

For some time past 
we have been making 
a study of these codes, 
with the idea of tabu- 
lating certain informa- 
tion contained in them, 
the idea being to give 
those, who are inter- 
ested to study the tab- 
ulation, a more or less 
comprehensive view of 
the plumbing situation 
of the entire country. 

If one works forever 
in some up-to-date 
city down in Rhode Is- 
land without looking 
about to see what is 
going on outside of 
Rhode Island, he will 
begin to think that 
Rhode Island is the 
whole thing in plumb- 
ing, whereas some lit- 
tle town out in Wyo- 
ming may actually be 
putting it all over the 
Rhode Island city 
when it comes to mod- 
ern high-grade plumb- 
ing practice. 

And so we _ have 
wadéd through our 
collection of plumbing 
codes and dug out va- 
rious items of interest, 
some of which we 
show in the accom- 
Danying tabulation 
and some in _ tabula- 
tions to come later. 

It will be interest- 
ing to know how the 
tabulation has been 
‘arrived at. We have 
in our collection the 


and 
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DATA FROM PLUMBING CODES OF THE U.S. AND CANADA.- Continued 


City or State 


Brookline, Mass 


Clinton, Mass 
Falmouth, Mass 


Framingham, Mass 
Haverhill, Maas 


Holyoke, Mass 
Lowell, Mass 
Lynn, Mass 
Malden, Mass 

New Bedford, Mass. 
Newton, Mass 
Quincy, Mass 
Pittsfield, Mass 
Revere, Mass 
Salem, Mass 


Springfield, Maas 


Swampscott, Mass 
Waltham, Mass 
Worcester, Maas 
Battle Creek, Mich 
Bay City, Mich 
Coldwater, Mich 
Detroit, Mich 
Flint, Mich 

Grand Rapids, Mich 
Jackson, Mich 
Lansing, Mich 
Kalamazoo, Mich 
Ironwood, Mich 
Owosso, Mich 
Pontiac, Mich 
Royal Oak, Mich 
Saginaw, Mich 


Duluth, Minn 
Hibbing, Minn 


Minneapolis, Minn 
Northfield, Minn 
St. Paul, Minn 
Virginia, Minn 


Winona, Minn 
Kansas City, Mo 


St. Joseph, Mo 
St. Louis, Mo 
Sedalia, Mo 
Pillings, Mont 
Butte, Mont 
Great Falls, Mont 


Holdrege, Nebr 
Lincoln, Neb 


Omaha, Neb 
Concord, N. H 
Laconia, N. H 
Manchester, N. H 
Atlantic City, N. J 
Bloomfield, N. J 


Bound Brook, N. J 
Bridgton, N. J 


| 


| 


| 


| 
1 


| 





Date | 
of Unvented 
Latest Se Anti-Syphon Traps 
| Re- Allowed 
vision 
1924 | Continuous and circuit 
Continuous No 
1925 | Continuous 
Continuous No 
Allowed 
Continuous and cireuit | On old work 
! 
1922 | Continuous |} On approval of i 
spector 
On approval of i 
spector 
1925 | Continuous and circuit | On approval of 
of H 
1922 
1923 | Continuous In extensive use 
1925 | No venting In extensive use 
1923 | Continuous On fir tures, close 
| st ck 
| 1919 
1924 | Cont., but used only 
when deemed neces- 
sary In extensive use 
1921 | Continuous and circuit | 
1924 | Continuous and circuit 
| 
1924 | Continuous 
1918 | Continuous In emergencies 
1923 
orn 
1925 | Continuous and circuit 
1923 | Ventin’s only on traps|/{On fixtures & ft 
over 8 ft. from stack less from stack 
Continuous and circuit | Under certain conc 
tions 
1921 | Extensively 
1916 | Continuous No 
1922 | 1 
Venting only on fixtures 
| 10ft. from stack | Extensively 
1922 | | 
a, | 
1915 | 
1920 | On sinks 12 ft. fro 
j | stack 
1924 | | 
1921 
1923 | 
1924 | 
1925 5 
j 
1908 
1910 | 
| 
1911 j 
1924 | 
} 
| 1920 
1921 | 
1920 
1917 
1920 Teer 
1924 | Continuous 


| 


1923 


Continuous 


} 1913 |.. 


| 


1918 
1924 


| 1910 


| 1923 
| 1920 


| 
P- 

| Circuit only. 
| Continuous and circuit. | 
| Continuous 

| 
| 


| Continuous and circuit 
' 


On special permit. 


Allo ved 


Use of Wet 
Vents 
\llowed 
Not allowed 


Not allowed. 


Not allowed. 
n- 
n 
B 


Not allowed 


to 


tecommended 


Allowed 


Allowed 
or 

Allowed 
li- 


Not allowed 


Lave. and 
into W. C. vent 


Allowed 


Not allowed 


m 
Not allowed 


| For Lavs. & baths, 
| Not allowed 
| Not allowed 


Not allowed. . . 


Not allowed 


| Not allowed 


| 
| Use of 
| Main Trap 


Required 
Required 


Required 


Required 


Required 
Required 


Re ,uired 
Required 


tequired 


Required 


Prohibited 
Required 


Optional 

Required 

Prohibited 
Required 


Prohibited 


Required 


Prohibited 
Lequired 


baths 


Prohil ited 
tequired 


tequired 
Prohit ited 


| Required 
Prohibited 


Required 


Pro’ ibited 


Required 
Probibited 
tequired 


{equired 


Required 


Prohibited 


| Prohibited 
Optional. 
tequired 


| Required 


) Required 


Requirements for 
License to do 
Plumbing 


Examination for masters 


and jours. 


Registration 
masters 
Not specified 


Examination for masters 


and jours 

Examination for masters 
and jours 

Examination for masters 
and jours 

Examination for masters 
and jours 

Examination for masters 
and jours. 

Examination for masters 
and jours. 

Examination for tasters 
and jours 

Examination for mast 
and jours, 

Examination for masters 


and jours. 


Examination for masters 
and jours 

Examination for masters 
and jours 


Examination for masters 
and jours, 
Examination for 
and jours. 
Examination for 
and jours. 
Examination for 
and jours 
Examination for 
and jours. 
Examination 
and jours. 
Registration 
masters 
Examination 
and jours 
Examination 
and jours 
Examination 
and jours 
Pxan ination 
and jours 
Examination 
and jours. 
Examination 
and jours 


masters 
masters 
masters 
masters 
for masters 
only for 
for masters 


for masters 


for masters 


or masters 
for masters 


for masters 


| Examination for master 

and jours 

Examination for masters 
and jours 

Examination for masters 
and jours 

Examination for masters 
and jours 

Examination for masters 
and jours 

No regulation 

Registration | for 
masters and jour 

Registration only for 
masters and jours. 

Registration only for 
masters and jours 

Examination for masters 
and jours 

Refistration only for 


| Examination 


masters and jours 
No plumbing laws. 
Examination for masters 


and jours 

Examination for masters 
and jours. 

Examination for masters 
and jours 

Examination for master 
and jours, 

Examination for masters 


and jours 

for masters 
and jours. 

Examination for 
and jours. 

No regulations 


masters 


| Examination for masters 


and jours. 

Examination for masteis 
and jours. 

Examination for masters 
and jours 


Examination for masters 
and jours 

Examination for masts 
and jours. 

Examination for mast>rs 
and jours. 

Registration 
masters. 

Examination for master 

No regulations. 


only for 
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DATA FROM PLUMBING CODES OF THE U.S. AND CANADA--Continued 


City or State 


Burlington, N. J 
Camden, N. J 
Carteret, N. J 
Clifton, N. J 


Collingswood, N. J 
Kast Orange, N. J 


Elizabeth, N. J 
Irvington, N. J 
Jersey City, N. J 
Kearney, N. J 
Long Branch, N. J 
Madison, N. J 
Maplewood, N. J 
Montelair, N. J 
Morristown, N. J 


Paterson, N. J 


Perth Amboy, N. J 
Plainfield, N. J 
Princeton, N. J 


Orange, N. J 
Ridgewood, N. J 
Trenton, N. J 


West New York, N. J 
Albuquerque, N. Mex 


New York, State of 
Amsterdam, N 
Auburn, N. Y 
Buffalo N y 


Dunkirk, N. Y 
Elmira, N. Y 


Geneva, N. Y 
Glens Falls, N. Y 
Hornell, N. Y 
Hudson, N. Y 
Jamestown, N. Y 
Johnstown, N. Y 
Lockport, N. Y 
Mount Vernon 
Newburgh, N. Y 
New York, N. ¥ 
Niagara, N. Y 


N.Y 


Olean, N. Y 


Poughkeepsie, N. Y 
Rochester, N. Y 


Rome, N. Y 

Searsdale, N. Y 
Seoti', N. Y 
Schenectady, N. ¥ 


Syracuse, N. Y 


Tonawanda, N Y 
Watertown, N. Y 
Watervliet, N. Y 
Yonkers, N. Y 
Charlotte, N.C 


Durham, N.C 


Greensboro, N. ( 
Grand Forks, N 
Ohio, State of 
Akron, Ohio 
Ashtabula, Ohio 
Barberton, Ohio 
Canton, Ohio 


Dak 


Cincinnati, Ohio 
Cleveland, Ohio 
Columbus, Ohio 
Dayton, Ohio 
Geneva, Ohio 
Lorain, Ohio 
Middletown, Ohio 
Youngstown, Ohio 
Niles, Ohio 
Zanesville, Ohio 
Bartlesville, Okla 
Drumright, Okla 


Oklahoma City, Okla 


Date 
of 
Latest 
Re- 


vision 


1917 


1913 
1903 
1908 
1911 
1918 
1921 
1919 


1920 


1921 


1926 


1916 


1911 


1925 


1922 


1925 | 


Type of Venting 
Spocified 


None 


Continuous and circuit 


Continuous 
Continuous 


| Continuous and circuit | 
| Crown 
1924 | 


Continuous and circuit 


| No 


Unvented 
Anti-Syphon Traps 
Allowed 


Extensively 
In common use. 


Use of Wet 
Vents 


| Not allowed 


Not allowed 


o 
Allowed 


| Under special condi-| 


Continuous and circuit 


Continuous and circuit 
| When impossible to| 


Continuous 


Continuous and circuit | 


C. when 6 ft. other 
fixtures 15 ft. from 
stack 


| Continuous 


1924 | 


1916 


1922 | 


1925 


1924 
1910 
1919 
1892 


1900 


1917 | 


1893 


1025 
1924 


Crown 


Continuous and circuit 
Crown 
Crown 
Continuous 
Fixtures 6 ft 


from stack vented 
Continuous and circuit 


Continuous 


| Crown 


1924 | 


1918 


1925 


1922 


Continuous and circuit 


or more) 


| No 


| 
| 
| 


Continuous and circuit | 


Continuous 


| Continuous and circuit 


1919 | 


1924 | 


} 1905 


1921 


2 | 
1923 | 


} 1920 | 
1922 | 
1921 | 
| 1920 


Continuous and circuit 
Continuous and circui 
when required 
Continuous 
Continuous and circuit 


Continuous and circuit 
Continuous 


Continuous 
Continuous 


Continuous 


Crown 


| 1922 


1914 


1912 


1920 
1919 


} 1921 


1925 | 
1924 
1921 


1924 


1904 


Continuous and circuit 
Continuous and circuit 


Continuous and circuit 
Continuous and circuit 
Continuous and circuit 
Continuous and circuit 
Continuous and circuit 


Continuous and circuit | 


| 








i 


Continuous and circuit | 


Continuous and cireuit 


| 


} 


Continuous and circuit | 


Continuous and circuit 


Continuous and circuit 


| Continuous and circuit 


1907 


1912 
1915 


1922 


Continuous and circuit 


Continuous 
Continuous and circuit 


} 
| 
| 
| 
| 
| 


} 


| 
| 
F 


tions | 


No 
No 


vent 
No 


On fixtures less than| 
15 ft. from stack } 
| 


No 
On old bidgs. on per- 
mit 


On approval of in-| 
spector 

On approval of in- 
spector 





In extensive use 

No 

When impossible to 
vent 

On approval of in- 
spector 

No 


In extensive use 
In emergencies 


When deemed neces- 
sary 

No 

At discretion of Board 
No 


In extensive use 
No 


In old bidgs 


When impossible to} 
vent 


Subject to approval. 
o 


No 
No 
No 








No 
No 
No 


No 
No 


No 


No 
No 


In extensive use 


Not allowed 


Not allowed 


Not allowed 


} Allowed 


Allowed 


On small systems 
Allowed 


Not allowed 
W. C.'s wet-vented. 


In extensive use 


Allowed 


Allowed 


Lavatories i t. W 
C. vents 


Not allowed 


Not allowed 
Not allowed 


Allowed 

Allowed 

Not allowed 
Not allowed 
Not allowed 
Not allowed 
Not allowed 
Not allowed 
Not allowed 
Not allowed 
Not allowed 
Not allowed 
Not allowed 


Not allowed 
Not allowed 


Not allowed 


Not aliowed 


| 


Required 


Prohibited 
Prohibited 


| Required 


Required 


Required 
Required 
Required 
Required 
Prohibited 
Prohibited 


Prohibited 


Required 


| Required 


j 
| 











Required 


Prohibited 


Required 
Optional. 
Prohibited 


Required 


Prohibited 
Required 


Required 
Required 


Prohibited 
Optional. 


Required 
Required 
Required 


Required 
Required 
Required 
Prohibited 
Required 


Required 


Required 
Prohibited 


Required 
Required 


Required 
Required 


Required 
Required 
Required 
Required 
Required 
Required 


Prohibited 
Required 
Permitted 
Permitted 
Permitted 
Permitted 
Permitted 
Permitted 
Permitted 
Permitted 
Permitted 


Permitted 
Permitted 
Permitted 
Permitted 


Permitted 
Permit e4 














Requirements for 
License to do 
Plumbing 


No regulations. 


No regulations. 
Examination for masters 


and jours. 
Rezistration 
masters. 


only 


for 


Examination for masters 


and jours. 


Examination for masters. 
Registration for masters. 


Registration for masters. 
Examination for masters. 

istration for masters. 
Examination for masters. 
Examination for masters. 


Examination for masters. 


Registration 
masters. 


only 


for 


Examination for masters 


and jours. 


Examination for master’. 


Registration for masters. 
Registration for masters. 
Registration for masters. 


Examination for masters 


and jours. 


Examination for masters. 
Examination for masters. 
Examination for masters. 


Examination for masters. 


Examination for masters. 


Examination for masters. 
Examination for masters. 


Examination for masters. 
Examination for masters. 
Examination for masters. 
Examination for masters. 
Examination for masters. 
Examination for masters. 
Examination for masters. 
Examination for masters 
Examination for masters. 


Examination for masters. 


Examination for masters. 
Examination for masters. 


Examination for masters. 
Examination for masters. 
Examination for masters. 
Examination for masters. 


Examination for masters 


Examination for masters. 
Examination for masters. 
Examination for masters. 
Examination for masters. 
Examination for masters. 
Examination for masters 


and jours. 


Examination for masters. 
Registration for masters. 
No rezulations. 
Examination for masters. 
Examination for masters. 
Examination for masters. 


Examination 
and jours, 
Examination 
and jours. 
Examination 
and jours. 
Examination 
and jours. 
Examination 
and jours. 
Examination 
and jours. 
Examination 
and jours, 
Examination 
and jours. 
Examination 
and jours. 


Examination 
and jours. 

Re zistration 
masters. 

Registration 
masters. 


for 
for 
for 
for 


for 


— 


or 


for 
for 


for 


for 


only 


only 


masters 
masters 
masters 
masters 
masters 
masters 
masters 
masters 


masters 


masters 
for 


for 
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codes of 302 citics in 
the United States and 
Canada, codes of 
eleven states and four 
Canadian  provin: os, 


through corre 
spondence and in other 
ways, information | 
been obtained concern- 
ing the plumbing pric- 
tice of 26 other towns 
and cities. This means 
that the _ table 
shown gives more or 
less valuable informa- 
tion concerning 

plumbing practice 
343 cities and towns 


and, 


is 


here 


the 


of 


Very few codes give 
definite information 
concerning each one of 
the subjects we have 
chosen for this tabula- 
tion, and the fact that 


each code does not 
give full information 
on each = subject is 
really a criticism 
against it. For in 
stance, one should be 
able to turn to any 
plumbing code = and 
find a definite regula- 
tion concerning’ the 
use of anti-siphon 


traps or of the type of 
venting allowed, but 
there are few codes 
published which clear- 
ly show various im- 
portant features that 
should appear in every 
code. 

There is no doubt 
whatever’ that there 
are many errors to be 
found in this tabula- 
tion, for in many in- 


stances statements 


made, in the codes 
studied, have been 
more or less. blind 
and in such cases we 


have had to guess 4s 
accurately as we could, 
and guessing 
likely to be an entirely 
accurate game. How 
ever, we know that we 
shall forgiven for 
any errors that may be 


is not 


be 


found, for we have 
used our best endea- 
vors to present nly 
reliable informatior 

In the first column 
at the left of the table 
we have given the /ate 
on which the code be- 
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Winning out everywhere, Sp 


the progress of Morgan 
Bronze Plumbing Fixtures 
is easily explained. Every 
casting used for a Morgan Fix- 
ture is made of the “‘everlast- 
ing’ Morgan Bronze Metal. Un- 
stinted weight plus Morgan 
Bronze Metal in a line fash- 
ioned for endurance spells 
success. 


THE MORGAN BRONZE CO., Cleveland, Ohio 


Makers of the highest grade plumbing fixtures in the world. 











(Patented) 








a 
sn 


THE BEAUTIFUL 
WHITEHOUSE 


The Whitehouse China Com 


bination Sink Faucet is the “nem 


ing industry's newest and biggest 
contribution to home beauty 

It is a compact unit of snow 
white china with a concealed soap 
pean and a swinging spout. 
Jnique in design and grace, it 
sells upon sight 

The china aristocrat of combi 
nation sink fixtures requires mo 
polishing as do brass faucets. 
Harmonizing with the clear white 
of the sink, it becomes almost a 
part of the sink itself 

A soap pocket is unobtrusively 
concealed within the fixture and 
does not detract from the pleasing 
liquid lines. It is also invisibly 
drainec 

Water at just the proper tem 
perature is provided by a swing 
ing china spout A damp rag 
c leans the china qutc kly 

Water-carrying parts concealed 
within this China Combination 
Sink Faucet are made of the 
“Everlasting” Morgan Bronze 
Metal, to fit all sinks with 8-inch 
center drillings. 
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PLUMBERS WAGES 





-+—— 1906 — 1926 


In 1906 22 minutes of a plumber’s time In 1926 22 minutes of a plumber'’s time 
was worth a pound of brass. is worth four pounds of brass. 





HE United States leads the world in plumb- 
ing. The smallest and most modest house WAGES-MATERIAL PRICES 
Changes in prices of building materials 


nowadays has the most complete bathroom and onbel quateat antuieniler 


kitchen equipment, and mcre plumbing is used from 1913 to 1926 i 
today in the United States than in any country in aiamegs = GES 


the world. 

The plumber has become an important man, 
and because he does highly important work well, 
he commands high wages. This highly skilled 
labor cannot be wasted on temporary building 


mee Labor Wages 
mee Material Prices 

Plumbers Wages 
materials, 

The labor to install steel pipe, for instance, is 
almost twice as much as the cost of the pipe itself. 
If, through replacement and repair, this labor cost 
must Le duplicated, as is usually the case, th :re is 
no saving, but a waste, in using cheaper material. 

Brass Pipe means one labor cost instead of two, 
because it never needs replacement. 

Of course, Brass Pipe, and why not Alpha? 


4/LLPHA 
rass Pipe 


LPHA has more copper and more lead than the usual brass pipe. 
More copper raises its resistance to corrosion and makes it more 
ductile and tough. More lead makes it easier to cut the clean and per 
fect th:eads so essential to leak-proof connections. 90 
Alpha has a superior surface finish and can be bent cold without 1913 1915 1917 1919 1921 1923 1925 


collapsing. Every length is trade-marked twice and we guarantee 




















it against season cracking. 


CHASE COMPANIES 


INCORPORATED 


WATERBURY, CONNECTICUT 
Chase Metal Works — Chase Rolling Mills 
STOCKS 
Chase Brass Companies, Inc.. New York. 
Chase Companies of New Jersey, Newark. 
The Ohio Chase Company. Cleveland, 
Chase Companies of California, San Francisco, 
s Angeles 
OFFICES 
foston New York Philadelphia Rochester 
Pittsburgh Chicago St. Louis Denver Atlanta 
MembersCopper and Brass Research Association 









Chase Companies, Inc., Waterbury, Conn. 38-6131-22 
Please send me free of charge a copy of your book on Alpha Brass. 

Name 

Firm 


Position _._.._ 


+1 Coe ae eo OL eC CM CRS ORES eta n mess ane nee ates nae s sees sancceesemesecsemeemes? 


Address ..._... 





aoe een ne ee nne nance cas enesmeesarereeneeeeneee 
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came effective or was : . 
at amended. we | DATA FROM PLUMBING CODES OF THE U.S. AND CANADA—Continued 
certainly were sur- | Gate - | | : 
, ot Unvented equirements for 
prised and pleased to Clay or State ‘Latest Type of Venting Aati-Syshen Trase se A. c. License to do 
learn that such a large a ams Allowed Plumbing 
v | 
number of our plumb- a alee, 
ing codes have been pane Oe Okla | 1924 | Continuous and circuit Eeonination for masters. 
adopted so _ recently. vugene, Ore | 1914 | Optiona o regulations 
Marshfield, Ore 1910 Examination for masters 
A study of these data Portland, Ore... 1924 | Continuous and circuit | When impossible to Registration only for 
P vent Prohibited masters 
will show that very Pennsylvania, State of Required Examination for masters 
and jours. 
many cities have Allentown, Pa 1914 Required Examination for masters 
é 2 iw ic and jours 
adopted vod odes or Altoona, Pa 1920 Not allowed Required Examination for masters 
revised and amended and jours 
old ones since 1920. Ambridge, Pa 1925 | : Not allowed Required } poss smog for masters 
There is quite a sprin- Beaver Falls, Pa 1922 | Very little venting In extensive use Required I perp for masters 
kling of dates run- Bethlehem, Pa 1925 | Required Examination for masters 
ning back into the first Duquesne, Pa 1925 Required I aster 
nd 
ten or fifteen years of Basswood. Pa 1916 er xs ae 
no present hagas Easton, Pa 1917 Required I xa ination for master 
an a ver ew are and jours 
- Harrisburg, Pa 1926 Required Examination for masters 
back of 1900. and jours 
Lancaster, Pa | 1926 | Re juired Examination for masters 
We suspect, how- | and jours 
Norris " 91 Required Registration onl 
ever, that in many and woneeennis _ caaliaiee senshi 
perhaps most cases, Philadelphia, Pa | 1921 | Not all fixtures vented Allowed Required I emmnetion for masters 
where plumbing codes Reading, Pa 1920 | Req I r master 
have not been official- Wilkinsburg, Pa 1914 | Crown Required 1 for masters 
ly revised in many Wilkes-Barre, Pa Required I xamination for masters 
7 | and jours 
years, the plumbing York, Pa 1915 | Required Examination for masters 
inspection department * - x. 1 jours 
Newport, R. 1921 On approval of in xamination for masters 
has nevertheless held ~_ aie Required and jours 
tin Providence, R. | 1923 | Crown On approval of in 
plumbing practice to spector Prohibited Examination for masters 
much more advanced Woonsocket, R. I 1920 Required ex amination for masters 
and jours. 
methods than the code Camden, 8. C 1908 On approval of in- Registration only for 
actually calls for. ci — 






































RED 
PRODUCTS 
ee ee 
Improved Model “ R’’ 
Automatic Cellar Drainer 


For protection against flooded base- 
ments, or standing water in elevator 
pits, excavations or coal pits. The 
Improved Model “R” is cheaper to 
install and to operate than a pump. 
City water pressure is used, and the 
| lowest water pressure will do the work. 
Practically 100 per cent trouble proof. 


PENBERTHY INJECTOR COMPANY 


Canadian Plant: 
Windsor, Ontario 








} 
1260 Holden Ave. 
Detroit, Mich. 
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Thus we presume that 


DATA FROM PLUMBING CODES OF THE U.S. AND CANADA—Continued 


more or less of th 


meee | cities, whose codes 
of _ Unvented } | Requirements for low crown venti: 
City or State Latest Type of Venting Anti-Syphon Traps Use of Wet | Use of - | License to do 2 : 
Re- Specified Allowed Vents | Main Trap | Plumbing are actually installi 
vision | 


continuous ventiny 


Charleston, 8. ( 1914 | Continuous | Examination for masters due to orders from t! 
and jours. —" 
Greenville’S. ¢ When impossible to|(Lavatories and plumbing departme: 
vent baths into W. C which are not to | 
vent | . . 
Aberdeen, 5. Dak Continuous and circuit | | Registration only for found in the code. 
; | | ,, masters. 
Sioux Falls, 8. Dak Continuous Whem inpomible to |{Examination for masters It goes without sa 
vent Not allowed and jours. P 
Chattanooga, Tenn Continuous and cireuit.| On special permit Into W. C. venta | Registration only for ing, however, that th 
| } masters. : + at 
Knoxville, Tenn 1924 | Registration only for is too important a ma 
masters. ter to go by default 
Memphis, Tenn 1913 | Continuous When impossible tol | Examination for masters 8 ’ — 
vent Not allowed | \\ and jours. and that every town 
Nashville, Tenn 1925 | Continuous | On approval of in- | | i 
> } | spector | Rabe? No regulations. and city should keep 
Abilene, Tex 1916 | Continuous and circuit | No | Allowed Prohibited oe only for its plumbing laws re 








Alpine, Tex 1920 | Continuous Registration only for vised to present day 
| masters. . 
Beaumont, Tex 1922 | Continuous Required...| Examination for masters practice. 
| | and jours. 
Cleburne, Tex 1916 | Examination for masters We feel sure then 
| | and jours. P ‘ 
Corsicana, Tex 1924 | Continuous | Examination for masters that notwithstanding 
and jours. 4 
Dallas, Tex 1923 | Continuous | Examination for masters the good showing these 
, lin | _ and jours. data make, actual con 
El Paso, Tex Crown No | | Prohibited. .| No regulations. co 
Fort Worth, Tex 1923 | Continuous | Examination for masters ditions are really even 
and jours. 
Galveston, Tex 1922 | Continuous No Prohibited. | Examination for masters better. 
| and jours, ‘ 
Houston, Tex No | Not allowed ws Now as to the type 
Laredo, Tex 1921 | Continuous Prohibited | —— for masters of venting used in the 
New Braunfels, Tex 1925 | Continuous and circuit | Not allowed | No regulations. i Pitti ‘ 
Port Arthur, Tex 1923 | Continuous and circuit.| When impossible to || Kxamination for masters different cities and 
| vent | Not allowed || and jours. ; towns: Of 209 muni 
San Antonio, Tex 1914 | Continuous | Prohibited. .| Examination for masters — ; — 
| and jours. ipalities giving infor- 
athe q 007 ] eohi } j } : . 
Weatherford, Tex 1907 | Prohibited Regiotreticn only for mation, 83 call for 
Salt Lake City, Utah 1924 | Continuous No For baths and lavs..| Prohibited. .|/Registration only for continuous venting, %2 
j {| masters. - : 
Rutland, Vt Required | Registration only for continuous and circuit 
| | masters. 








venting, 3 circuit only, 





EXCEL: PORTRAITS - N° 2 








Most efficient, ¢ 
most profitable 


Red Top Relief Valve, Model No. 2, and an air- 

tight tank are the principal parts of the most 

efficient type cf Pressure System of Hot Water 

Heating. 

The Red Top assures protection, and the air- 

tight tank, eminent heating engineers agree, 

gives the highest efficiency in circulation — far 

better heating than is otherwise obtainable. | 
Write for the ‘“‘Red Top” book. Buy “‘Red Tops’”’ 
from your jobber. | 


4 NEPTUNE METER COMPANY 
50 E. 42nd STREET, NEW YORK CITY, N. Y. 
Branch Offices in Principal Cities 











am common 





THE CONTRACTOR 


can’t afford to make good a leaking 
pipe line. He installs EXCELS anc 
knows that the job is finished 


PROVIDENCE FITTINGS CO 
7 Water Street, Boston, Mass. 
New York Office: 210 East 45th Street 


EXCEL UNIONS 


——_—_ 
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Apply this 
TEST— 


Before deciding upon : 
any flush-valve equipment vt 














FIRST— Press the handle of the SECOND—"rv this same ex- 


Sloan Valve in any periment with any 

direction. Hold it—or let it go. In other valve. Not one has this automatic 
either case, the Sloan Valve delivers a feature which saves building-owners Mey 
fixed amount of water—always enough hundreds of dollars in reduced water- i 
for a complete flush—but no more! bills yet assures sanitary conditions. 4s 
a4 


LOAN is the only valve which closes automatically 
after delivering a predetermined flush. This feature 
chiefly explains why 90% of the newer buildings in this 
country are Sloan-equipped. The greater economy of the 
Sloan Valve is self-evident to the owner once his atten- 
tion is called to it. That’s why it always pays to explain 
the self-closing feature clearly when you talk Sloan Valves. 


SLOAN VALVE CO. 


CHICAGO 





BRANCHES IN ALL PRINCIPAL CITIES OF THE UNITED STATES AND CANADA 
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=o 7”e PURIMO- 


The Closet Your Customers Will 
Buy Today and Demand Tomorrow 


Lyd will sell Purimos some day. 
You will be glad when you do 
because then your closet sales will be 
more important to your business than 
your built-in bath sales are today. 
You will sell Purimos because many 
women simply won't have anything 
else in their homes. 


You can sell Purimos now. By let- 
ting your customers know that you 
have a closet as quiet and efficient as 
any made and in addition has exclu- 
Sive sanitary advantages. The 
Purimo makes feminine hygiene 
easier. It prevents wetting of floors. 
» It practically keeps itself clean. One 
_2on display will help you prove this. 
We will send you booklets 
which will sell a good many 
Purimos for you. Simply 
give a copy to an interested 
party. He or she likely will 
come back with an order. 
How many booklets should 
we send you? 
Standard Sanitary Wf. Co. 
Pittsburgh 


i “Standard” 


PLUMBING FIXTURES 
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f “enmees 
we CATO, 
+ z: ¥ 


ammenities | 
= J 


28%" 





Extended Front 














Tank Fittings 


Purimo has the much talked 
about “Standard” Tank Fit- 
tings. Quiet, efficient and 
easily adjusted to various pres- 
sures. Working parts above 
water line. Cast parts. includ- 
ing thumb and set screws, are 
red brass. 


Compactness 


Even with extended front, 
Purimo projects no further into 
room than ordinary siphon jet 
closets. Has13%x1l%”’ 
water area. Is lower than 
most closets. More conven- 
ient for children. Also better 
for grown-ups, physicians say. 


Cut Out Rear 


Back part of bowl in almost 
all closets is sometimes soiled. 
Cut out rear rim in Purimo 
practically eliminates soiling — 
saves much disagreeable 
cleaning. Purimo is the only 
closet with this sanitary fea- 
ture because it is patented. 





When the extended front is 
generally known, few other 
kind of closets will be sold. It 
is invaluable in feminine hy- 
giene, prevents wetting of floor 
and eliminates objectionable 
body contact. White seat has 
open front and rear. 
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13 call for crown vent- 
‘ng. and 13 either do | DATA FROM PLUMBING CODES OF THE U.S. AND CANADA—Continued 
not use any venting | sie | ; 
| 2 | 
whatever or only under ‘ ‘ x “ si | ey Requirements for 
; Y " ity or State test ‘ype of Venting ti-Syphon Traps Use of Wet Use of License to do 
special conditions. As Re- | Specified Allowed Vents Main Trap Plumbing 
we have said above, - = ——————— 
very likely the last Charlottesville, Va. 1924 | Continuous On old work Examination for masters 
two groups are not E and jours 
1 B : Norfolk, Va 1918 | Continuous Not allowed Examination for masters 
neariy so large as our and jours 
information would Peterborough, Va. 1920 | Continuous Required Rezistration only for 
be masters and jours 
seem to indicate. Portsmouth, V 1929 | Crown When impossible to Examination for masters 
Rick - —_ vent Not allowed and jour 
: = oid ichmond, Va 1922 | Only plain traps vented Into circuit and Registration only for 
It is certainly an en- | _ Continuous... . In extensive use loop tents masters and jours 
couraging thing to Roanoke, Va Continuous and circuit Allowed Prohibited 
know that out of 209 Aberdeen, Wash 1918 | Continuous and circuit No revulations 
ae a Seattle, Wash 1926 | Continuous and circuit | In old bidgs Not allowed Exan ination for 
cities tabulated, 175 Spokane, Wash 1922 | Continuous No regulations 
are demanding contin- Tacoma, Wash 1919 | Continuous and circuit Prohibited Registration only for 
| masters and ir 
2 ve 5 ic a Walla Walla, Wash | Continuous No Not allowed 4 
uous € s. § . 
: _ . i nt It is en Wenatchee, Wash 1925 | Continuous and circuit. | When necessary 
tirely likely that many Huntington, W. V: 1920 | ; No regulations 
Wheeling, W. Va | When impossible to 
and probably most of vent Not allowed 
5 24 . ble Wisconsin. State of 1922 | Continuous and cireuit | When impossible to 
the 83 continuous vent vent Allowed 
cities also allow circuit Examination for master 
: and jours 
venting although their Beloit, Wis | Continuous and circuit Allowed r 
codes do not seem to Examination for masters 
ste 1 . H : «A ? necessary and jours 
state this. La Crosse, Wis | Continuous and circuit.) When impossible to Required 
: | vent Allowed only when 
Our study of city deemed|(Examination for masters 
) ing » ‘ ae | necessary and iours 
plumbing codes has Milwaukee, Wis 1923 | Continuous and circuit.) When impossible to Required 
disclosed to us what | | vent Allowed only when 
seems to be a confu- pt ety paeree ae 
7] ' , Sheboygan, Wis | 1917 | Continuous and circuit | When impossible to Required F 
sion in the use of the | | vent Allowed only when 
word “continuous” as | ) deemed)/Examination for masters 
| ; A ee necessary and jours, 
applied to venting Wausau, Wis Continuous and circuit.| When impossible to Required 
. | | vent Allowed only when 
The cities of Louis- | } deemed|/Examination for masters 
, } necessary an jours 
ville, Kentucky, and Cheyenne, Wyo 1924 | Continuous For W C.'s Prohibited Registration only for 
Wilmington, Del- a 




















| Checking up 
on a check valve | 


Study the sectional view of a Jenkins } 
Check Valve. Check up on the various 
features of its construction. 


Somerville 
(S. I. W.) 


Note the design which allows uniformly 
ample distribution of metal through- 
out the valve. There are no weak’ 

| places; nothing is skimped. 

Note, too, the Jenkins Renewable Disc, which, 
being of rubber composition, adjusts itself to 
any inequalities caused by matter lodging on 

The resilient disc, besides 

takes up wear 


the valve seat. 
forming leak-proof contact, 
throughout the valve. 





Soil Pipe and 
Fittings 


Jenkins Check Valves are furnished in bronze 
and iron in horizontal, swing and vertical 


Sectional ¢ 
patterns. 


Fig. 352, scret om, 
fentns ‘Standard 

ronze Swing Check 
| 'alve. 


JENKINS BROS. 


80,White Street New York, N. Y. 


524 Atlantic Avenue Boston, Mass. 
133 No. Seventh Street. Philadelphia, Pa. 
646 Washington Boulevard. .Chicago, Il. 


JENKINS BROS., LIMITED 
Montreal, Canada London, England 


| Are Full Weight 


ays marked with the" Diamond” 


| =yenkins Valves ve'S 

















































Ghe new Continental 
Classic Radiators are 
ready for immediate de- 
livery in four standard 
heights of the six tube, 
and twenty-six and thirty- 
eight inch four tube. 
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CLASSIC 


; 
: 
: 


U 





STORM CIO OR OAS. 
New Beauty combined with Continental Efficiency 
Ofrf er is a radiator that combines new beauty with 


new heating efficiency. 


Its open— appearance speaks for its unusually free air 
circulation. Cross sections ato any point of any sec~ 
tion show a strong metal line and large water ways— 
Continental Classic Radiators arev strong and have 
good interior circulation. 


Beautifully smooth castings — always a feature of 
Continental Radiators — provide a fine-textured sur- 
face for applying any finish. 

When you install Continental Classic Radiators you 


will bes proud of thes appearance and sure of thes 
heating performance. The specifications are worth 


sending for. 


(Continental Heater (orporation 


Home Office and Factory 
Dunkirk, N. Y, U.S.A. 
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iware, for’ instance, 
all for continuous 
| | 


venting, whereas what | Date | | nia 


. 1918 | | Continnies and circuit | On permit 
tained, this same sit- 1920 | Continuous | No 
uation applies to sev- 


eral other cities. 


Fort William, Ont 


1923 | Continuous 
1921 | Continuous, 
crown 


Kitchener, Ont 
London, Ont 


| On permit 
modified} 
Yes 


; Ottawa, Ont 1923 | 

The use of anti- Peterborough, Ont. 1920 
siphon traps without 
iph trap St. Catharines, Ont 1914 


venting is another in- Toronto, Ont 1917 | Continuous 


j | | | ditions 
teresting subject, and Windsor, Ont | 1091 | Continnous 1 eceemalinsn 
Ee j j —_ Quebec, Prov. of | . | Yes 
we believe this is per Montreal, Que. . 1922 | Yes 


haps the first informa- 
tion of the kind that 
has been available. 





Saskatchewan, Prov. of..|.. 
Moose Jaw, § noe oat ee 


1923 
1919 


Continuous 


Continuous and circuit.| In old bldgs. 


| ¢ 
Regina, Sask, . | 
| 
} 


Continuous and circuit | 
i 
| 
| 


Of 152 codes giving 
information on the 


Saskatoon, Sask 





| Under extreme con- 


of | 
<nowledge we have City or State Latest! Tye of venes —. Traps a A wet ai te 
f their venting meth- | Re- | 4 
, = -] v | j 
ds would seem to — 
show that their use of Alberta, Prov. of } 1923 | Continuous and circuit Probibited 
the word does not Edmonton, Alta | 1923 | Continuous and circuit | | Prohibited 
cover what is. ordi- Vancouver, B. C 1928 | Continuous and circuit | | Fixtures at center of 
; | room «| In extensive use 
narily considered to Victoria, B. C | Continuous | When impossible to 
. " : | vent | Not allowed 
be continuous venting. Wingipeg, Man wo | Continuous and circuit.| Approval of inspector) Extensively Required 
r : | 
3] y | 
We believe that, if the is Senouleh, Prov. of 
facts could be ascer- 
Brantford, Ont Prohibited 


Under special con- 
ditions 


} Required 
| Permitted 
| Required 
| 


Required 


| Not allowed 


| 
Not allowed Required 
Not allowed | Required 
Prohibited 
Prohibited 


| Optional 
| Prohibited 


|For lav. and bath.. |Prohibited 


Prohibited 
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Requirements for 
License to do 
Plumbing 


Examination for masters 
and jours 

Registration only for 
masters. 


No regulations 

Registration only for 
masters 

Provincial examination for 
masters and jours 

No regulations 


No regulations. 


| No regulations 


No regulations 


| No regulations 
| Registration only for 


masters 
No regulations 


No regulations 

Examination for masters 

No regulations 

Examination for masters 
and jours 


| No regulations 
| Registration only for 


masters 

Examination for masters 
and jours 

Examination for masters 
and jours 








subject, only 15 show 

extensive use; in 7 others their use is allowed; in 93 
cities the use of such traps is allowed only on special per- 
mit or under various unusual conditions. In 37 cities 
the practice is prohibited. It seems to us that perhaps 
the 93 cities, which allow the use of unvented anti-siphon 


half of the coc 
subject, and ce 


each one. 


“SAACO”’ 
Traps 


are the traps you have been looking for. The 
SAACO Bath Trap, K 9, illustrated below, 
comes in two sizes, 1'4-inch and 2-inch, with 
rough brass S J Inlet and I.P. female outlet. 
The “Half S’ Trap (N. Y. Pattern), K 10, 
shown above, in three sizes, 1!4-inch, 114- 
inch, and 2-inch with Iron C O Plug. They 
are cast iron and you can get them in painted 
or galvanized. 


Sh, 


a 





job is done. 





These are but two of our 
complete line of traps of 
all kinds and styles. For 
more detailed information 
on these and other of our 
Cast Iron Specialties, 
write for our new catalog. 
Then order from your 
jobber. 


ret et a et 


















Sanitary Co. 
OF 





America 
LINFIELD, PA, 











then asking him 


Manufacturers of a com 
either CAST IRON or REW 
lations. We have fittings for any type operation gar 
—whether a skyscraper, hotel, apartment build- 
ing or small cottage or bungalow. 
Write today for catalog of modern and econom- 
ical plumbing roughing-in systems. 


STRINGER BROS. CO., Inc. 
9960S, Ste. ce Chlenge,. 
Warehouses: Chicago, Il!l.,Gadeden, Ala. 


les have a word to say 
rtainly it should be given consideration in 


to do something with 


hibit the practice entirely is like tying a man’s hands and 
them. Only one 
on this important 


traps only under conditions where venting is impossible Of 126 codes which mention wet vents, 59 allow and 
or extremely difficult, are on the right track, for to pro- 67 prohibit their use. We were surprised that so large 


er pe 
oC 


Reduce Roughing-In Costs and Make 
Easier and Better Installations 


They eliminate the annoying, time-consuming and 
expensive long-screw connections, unions or “‘R”’ 
and “‘L” nipples, and therefore SAVE YOU TIME 
and MONEY. 





Factories: Gadsden, Ala 


Illustration shows 
position of pipe in 
sleeved hub after 
bei 
top fitting. 

NOTE: Oakum 
cannot possibly 
work thru joint, 
or pass end of pipe. 


lete eee of fittings for 
D PIPE instal- 





Ti 


screwed into 


PAN i 








at 


a 44 
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EVERNU is the perfect seat. The in- 
terior wall of special hard rubber of great 
strength and the outside surface of solid 
color hard rubber are vulcanized under 
hydraulic pressure into one lasting piece. 


No finish to wear off. No joints to open 
up. The hollow center provides lightness 
with strength. The hinge is as durable 
as the seat. 






















Complete specifications will be found in 
Sweet's Catalog. 














; gi 
( Evernu 


Everlasting Hard Rubber 
Seats 


Patented 


No 590 

















The initial cost of this perfect 
seat 1s modest 


OU may have thought that because of the fine quality of the materials 

used and because of the many exclusive advantages their construction 

gives them, Evernu seats were expensive. You will be glad to know 
that the cost is so reasonable. With excellent production facilities, includ- 
ing modern labor-saving machinery and the most efficient shop practices, 
we manufacture Evernu seats at a price you will be glad to pay. 


That is particularly true if you remember to count the cost by the 
years of service these seats will give. Practically indestructible, impervious 
to acids and cleansers, equipped with a hinge that holds forever, Evernu 
seats are the most durable seats that have ever been made. And they When e weed enue to tended. 
never lose their fine appearance. Everlasting, they are always new. specify 


NEVER-SPLIT 





There is an Evernu model for every type of bowl— closed front, open 


front, and open back and front for both regular and extended lip bowls. —. Lng alloy ee, —_ 
° © ° ¥ e: 1 r Ss , ” 
Architects may specify the hinge metal. ter-sawed lumber, eo thet the 


grain runs around the hole 


NEVER SPLIT SEAT COMPANY Soueeuiii oak ke lor ae 


concealed in the wood. So tight 


i. Dept. 29, Evansville, Indiana, U. S. A. is the grip of the bolt, eo accu 
Founded 1905 rately machined are the tongue 
° ° and grooves, that it is im 
The Largest Manufacturers of Toilet Seats in the World Sine Gor the joint ¢ agi or 
come apart. The hinge is de 
Among the recent Evernu installations are: — —_ SS SS i 
° vi - 1 s 
oat Sound College - - Tacoma, Wash. Santa Fe R. R. Bldg. - - Dallas, Tex. are beautifully finished, and 
Bell Telephone Exchange’ - Camden, N. J Catholic High School - - Philadelphia, Pa, there is a type for every bowl. 


Indiana Memorial Bldg. - Indianapolis, Ind, Cream City Foundry - ~- Milwaukee, Wis. 
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a number of codes favor the wet vent, although the use 
of them varies greatly in the 59 cities mentioned. 

We feel that no doubt many of the codes have prohib- 
ited all use of wet vents owing to a wrong conception of 
their correct use, and that, at no distant day, proper 
employment of wet vents is going to have general recog- 
nition as a legitimate practice in plumbing construction. 
In this connection it may be stated that the use of wet 
vents was greatly helped along, when the government 
recommendations included such practice under certain 
restrictions. Indiscriminate use of wet vents is very bad 
indeed, but when properly applied there is no question, 
it seems to us, of their value, and when this fact becomes 
more generally understood, there will be much less pro- 
hibition of their use. 

The main trap question has always been a highly de- 
batable question in the plumbing industry, and to many 
the results of our analysis of plumbing codes on this 
subject will be of great interest. 

Of 208 codes which have regulations on main traps, 
106 require its use, 23 permit and 63 prohibit its use, 
and 16 make its use optional. 

It appears to us that the use of the main trap is drop- 
ping off and that its value to the plumbing system is being 
more and more questioned. 

We are able to present information on the licensing 
of plumbers from more cities than on any other subject 
that was investigated. We have information, which we 
believe generally reliable, from 313 cities and towns. Of 
these, 154 or slightly less than half, call for the examina- 
tion of both master and journeyman plumbers before 
license to work is granted. The requirement, it seems 
to us, should be universal, but, nevertheless, it is gratify- 
ing to know that so many cities are already enforcing 
such a requirement. Forty-seven cities demand the exam- 
ination of master plumbers only. Fifty-one cities call 
for registration only of master plumbers, and 16 call 
for the registration of both master and journeyman plumb- 
ers. While registration is better than nothing, in our 
opinion it is not nearly so beneficial to the trade as well 
as to the community as the examining of plumbers. 
Forty-five cities have no regulations whatever to govern 
this subject, so far as we were able to find, although in 
some cases it may prove that our information is faulty. 

We believe that the analysis of these data will prove of 
benefit, and we hope that it may have some influence in 
bringing about a better and safer condition regarding 
the licensing of plumbers in some of our cities. 

Judging from our tabulation, it would appear that the 
United States is considerably in advance of Canada in the 
licensing and examining of plumbers. 

One of the interesting features of our analysis of mu- 
nicipal plumbing codes is that quite a considerable num- 
ber of cities in various parts of the country are now oper- 
ating under codes based on the code recommended by 
the United States Government and within the next few 
years we shall expect to see this number greatly increased. 

The tabulation of all these data has called for the out- 
lay of a great amount of time and patience and it is to be 
hoped that the information contained will be of much 
benefit to many people and in many ways. 





THOMAS 8S. COCHRANE CALLED BY DEATH 


Thomas S. Cochrane, prominent in plumbing and heat- 
ing circles throughout the country, died recently at Ox- 
ford, N. H. Mr. Cochrane, who for many years was a 
plumbing and heating contractor, was secretary of the 
National Association of Master Plumbers under the ad- 


ministration of T. A, Hill, 1907-1908. 
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“‘They Keep a-Running”’’ L 





\ Horse Power Century Repulsion-Start 
Induction Single-Phase Motor 


At Least One Year’s 
Uninterrupted Operation 


Century Repulsion-start Induction Single-phase Mo- 
tors are the logical choice for operating such machines 
as domestic refrigerators, oil burners, pumps, and 
compressors, because they will operate for a least one 


year without attention. 


Features which contribute to their unusual ‘“‘Keep a- 
Running” ability are: 


The Century Wool-yarn System of Lubri- 
cation which uses only continuous un- 
broken strands of pure wool yarn. 
The pure wool yarn holds in suspension 
sufficient oil for at least one year’s con- 
tinuous 24-hour-per-day operation without 
reoiling. The oil added at the time of in- 
stallation assures even longer service. 

2 The filtering properties of the pure wool 
yarn used in the Century Wool-yarn Sys- 
tem of Lubrication prevent dust, dirt and 
flying particles from reaching the bearing 
surfaces. 


3 The bearing housings are as dust tight as 
it is possible to build them. 


4 The bearings are accurately machined 

from the highest grade cast phosphor 
bronze. Machine-cut figure-8 oil grooves 
provide even distribution of oil. 


5 Well insulated windings successfully with- 
stand dampness. 


6 Unusually quiet operation. No radio “‘in- 
terference.”’ 


Century Repulsion-start Induction Single-phase Mo- 


tors are built in all standard sizes from ¥% to 40 horse 
power. Temperature rise not more than 40° Centigrade. 


There is a difference — use and specify Century 
Repulsion-start Induction Single-phase Motors 


CENTURY ELECTRIC COMPANY 
1806 Pine St. St. Louis, Mo. 


29 Stock Points in the United States 
and More Than 50 Outside Thereof 








1% to 40 H. P. 
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Speakman escutcheons regularly 
adjust from 254 to 31% inches. 
Where greater adjustment is 
required we furnish special flat 
and special long escutcheons. 


SPEAKMAN COMPANY 


WILMINGTON DELAWARE 


Speakman Showers 
and Fixtures 




















United-Oberndorf 


Bart 
and Accessor 


Conceal. 


Compression 
Opening Sir 


Bath Treat 


sr nd Sun 
: b 


United Brass elivaaili ital 


iicwee UNTED <4 


United-Oberndort Corporation 


Cleveland. Ohio 


SQUARE 


lroné Malleablelron 


Diciston 





‘GEE 
FITTINGS 










We are so proud of Square 
“Gee” fittings that we 
stamp on each one a square 

as a means of instant 
recognition. 


THE GRAGLER MANUFACTURING CD. 
CLEVELAND, Q. 
















MYERS SELF-OILING POWER PUMPS 


For Pumping Hot or Cold Water, 
Oil and Other Liquids 


~; 





Capacities Le 
500 te 4A 
9000 

Gallens 
per Hour. 









For Home, Farm, 
Mill, Mine or 
Factory. 


Ca alog onrequest. 








THE F.E MYE! 
&8R0. Co. 


Ashiend, Ohie 
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| ' Practical Problems—No.7 | 
| | $3 paid for acceptable ideas 


' 











A Way To Thread Small Pipes 


URING the first short course in plumbing and heatin; 
at the Carnegie Institute of Technology, severa! 


master plumbers were telling of their experiences, whe), 
one man from Wilkes-Barre told of an interesting ‘“‘kink’ 
which might come in handy once in a while these days 
even though he applied this idea many years ago. 

“Some years ago,” he said, ‘‘when we were supposed to 
carry out a 3-ft. stock to cut a %-in. thread, many of th: 
bushed 





plumbers their solid dies (see accompanyin: 





sketch). They then used a pipe wrench to turn the die 
which was fixed up in the following manner: They used 
|a %-in by 1%-in. malleable reducing coupling slotted 
sketch). The %-in. thread was filed out of the re 
ducing coupling so that the inside was smooth and the 
' coupling was then soldered to the die in the manner illus 
trated. The coupling was slipped over the pipe and acted 
as a guide, while the die was turned by means of a pipe 

wrench or a monkey wrench.”’ 
From A. L. 


(see 


| 
| M., Wilkes-Barre, Pa 





W. H. Farnsworth has purchased from C. W. Walroth 
the latter’s interest in the Modern Plumbing and Heating 
University Place, Neb. 


Co. at 


Creed-Plummer-Skinnell Heating and Plumbing Con 
is the new name of the Skinnell Plumbing & 
Co., of Wichita, Kansas. The company has 
moved its business from 1629 East Douglas avenue to 
2148 East Douglas avenue. The members of the firm ar: 


L.. A. Creed, Roy Plummer and D. E. W. Skinnell. 


tractors, 
Heating 


George Ferris has engaged in business in Chappell 
Nebr., as the Chappell Plumbing & Heating Co. 

(. Perrigo has engaged in the plumbing and heatin: 
business in Oswego, Ore., as the State Street Plumbin: 
Shop. 

The McMurray Plumbing Co., of Alpine, Tex., has bee! 
incorporated, with a capital of $12,000. The incorpora 
A. McMurray, H. W. Ferguson and John Per 





tors are R 
| kins. 
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Superior Fitti : 
4 Superior Fittings |: i 
7% “4 
x 4 
28 B.4 
“Our trade mark Ss 
‘4 signifies thor- 4 : 
ie oughness and an 2 i 
r, earnest endeavor to achieve |: 3] 
Be excellence in all processes of |"; wo 
The Concer Nn by manufacture. o 
B hi d K The concern behind the trade |* 
Se in a mark, benefiting by 62 years of r 
The S experience in the manufacture 4 
3 of malleable iron pipe fittings, ia - 
Trade Mark is responsible a) 
for this signifi- _ [-”, ie 
cation.” Kj, 
Malleable IronFittingsCo. 
v 
Branford, Conn. 














repr 





Mention Domestic ENGINEERING when writing advertisers. 






















48 DOMESTIC 


~~ 

















“‘Beware of Imitations’ 


Ge” Boilers 


The Acme of Modern 


. Simplicity is the keynote of anything modern. 
. You would want to sell a Gurney Boiler if only 
for the fact that it doesn’t take a ‘month of 
Sundays’ to install. That isn’t all, though. A 
Gurney Boiler cuts down furnace-tending time, 
it has a minimum of parts to get out of order, it 
occupies less cellar space, it delivers heat without 
forcing, it has generous fire box and ash pit .... 

. . substantially, it gives the user more than 
he expects in about every instance. 


General Offices: Boston, Mass. 
93-97 Oliver Street, Fort Hill Square 


Gurney Heater Co., Inc. Gurney Heater Mfg. Co. 























Heating Engineering 


(GURNEY HEATER MFG (OMPANY 


Gurney Heater Co., Inc. 
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To Stimulate Imagination 


It took some time to decide on allowing this 
picture of the hobo to get into print. 


But perhaps it typifies better than anything 
else the situation in thousands of homes today. 
Inadequate heating plants struggling against a 


hopeless task. Ridiculous s 


ituations. 


The story 


of the comforts and economies of Gurney Boilers 
will get business in the most unexpected places. 
In performance they make old style heating 


New York Richmond, Va Philadelphi 
’ ’ . phia 
Manly St., Cor. Anable Ave. 
we 418 East Main St. 108 North 17th St. 


apparatus seem like imitations of the real thing. 


Lenox Cut away View 
No. 2) Steam 


Mention Domestic ENGINEERING when writing advertisers. 









































































AMONG MANUFACTURERS, WHOLESALERS AND THEIR SALESMEN 
BRASS MANUFACTURERS AT QUARTERLY MEETING BENJAMIN NOBLE CALLED BY DEATH ae 
REPORT BUSINESS GOOD Benjamin Noble, president of the Capitol Brass Works, i“ 
The National Association of Brass Manufacturers’ held of Detroit, Mich., and a member of the board of directors % 
its third quarterly meeting for this year at the Hollenden of the Michigan Smelting & Refining Co., died at his home q 
Hotel, Cleveland, Ohio, on September 15 to 17. on Sunday, September 19, at the age of sixty-five. Mr. 
P On the first day of the meeting the official catalog that Noble had been identified with the manufacture of radi 
is to come out on January 1, was discussed, many new ator valves for twenty-nine years. He is survived by a 
features and fixtures being added to this edition. The gon, G. H. Noble, and two daughters. % 2% 
lists will appear in “piece’’ in lieu of the “dozen” form, ee ee. : ie | 
as formerly and at a greatly reduced figure from that of NEW SPECIALTY BUSINESS IN CLEVELAND 
previous lists, so that the new catalog lists are based in a! ———: , rare , : . ’ 
a way that will do away with the very high or fictitious aialeayt Brass Co. has just started in business at 608 . 
discounts and while manufacturers will of course apply ie Clair ii Srsnnehy West, Cleveland, Ohio, and will deal 
uny discount they may see fit, it will be in lower brackets in plumbers’ brass goods and specialties. Geo. B. Gross is or) 
which would be more readily understood and much better at the head of the new venture. Y 
for the jobber, the contractor, the plumber and the buy- es ot Cae . 
ing public. NAME RECEIVER FOR DETROIT RANGE BOILER & 
Departmental reports showed the association in a go- STEEL BARREL Co. 
ing, flourishing condition and its finances in good shape. In a letter to jobbers of plumbing supplies, the Detroit ry, 
Among the more important things discussed in the vari- Range Boiler & Steel Barrel Co., Detroit, Mich., explains a 
ous sessions was the establishing of uniform roughing the reasons for the appointment of a receiver for the ; $ 
in measures for shower, bathroom and lavatory fixtures. company. The board of directors on September 7, the ‘ 
During the luncheon hour, the Baltimore Copper Smelt- letter states, ‘‘voluntarily agreed to join with one of the “. 
ing & Roller Co., Baltimore, Md., presented a film pertain- largest creditors of the company in a petition to the fed 
ing to the copper industry outlining the various work and eral court for the appointment of a receiver. That peti i 
activities ‘From Mine to Finished Product,” which proved tion was granted, and on September 9, L. FE. Deeley, head oe, 
very interesting to those who were fortunate enough to of the adjustment bureau of the Detroit Association of bd 
see it. Credit Men, took possession as receiver.’’ The letter fur : 
Charles Muend, of the Haines, Jones & Cadbury Co., ther implies that re-organization plans are being perfected 7 
Philadelphia, was appointed as a special representative of and will be carried out. 
the association to attend the meeting of the bureau of It is pointed out that for several years the company has . 
standards, division of simplified practice of the depart- heen operating under the handicap of lack of working ‘ } 
ment of commerce, Washington, D. C., which will be held capital, profits having been turned back into the business P| 
on September 22 where matters pertaining to standards {to accommodate a rapid growth. Also, during the past } a 
of vitreous china plumbing fixtures and other plumbing year, the range boiler market has been unprofitable and i 
goods will be considered. expense has been met in designing and developing an oil i 
The business conditions generally were discussed and burner. vs 
some authentic and interesting tables were furnished, Current and fixed assets are in excess of the liabilities { al 
indicating that the 1926 building volume far exceeded of the company, according to the communication, and it is a4 
that of the past two years and everything points to a_ the expectation that every creditor will be paid in full and 
good business in the future. The delegates were quite that the company will be rehabilitated shortly so as to ; 
optimistic on this point. They felt that with a fair vol- ¢ontinue aggressively to market its lines. eur 
ume of business assured, speculative buying or over- fe Pee AR ENORE: tee 
: : » . . ‘ . . ‘ ™ : 4 “« 
buying with a view of securing profits from advancing = oHIGAN TRADE GOLF ASSOCIATION ACCEPTS 
prices has become a thing of the past. They felt it is not ae a ap ‘ 
wise to work on the “hand to mouth” basis but the feel- CHAMANGS ov © a PRAEE GUL j 
ing prevailed that everybody realizes their interests are ASSOCIATION 
better served by buying reasonably liberally for immedi- Early in the season the Western Trade Golf Association 
ate wants or demands that are in sight, rather than over- of Chicago challenged the Michigan Trade Golf Associa- ee | 
purchasing, which at times leads to financial stress and tion of Detroit to a match between repre‘entative teams 
involvement. of each organization at some point midway between the 
After a three day’s session, the meeting adjourned to two cities. Thomas M. Stineon, a director of the Western 
meet in New York City on December 16 and 17, for which Trade Golf Association, until business called him back to 
an entertainment committee was appointed, consisting of Detroit recently, was conducting the negotiations His 


R. B. Hills, of Massachusetts, C. K. Dick, of Pennsylvania return to Detroit resulted in bringing the matter to a 
and W. F. Peterson, of Maryland, who will co-operate head, and the Michigan crowd has accepted the challenge, 
with the commissioner in giving a suitable dinner, theater naming September 30 and Battle Creek, Mich., as the a f 
party and providing suitable speakers. time and place. 
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MICHIGAN TRADE GOLFERS HOLD SEPTEMBER 
MEET 

Golf held 

Tam O'Shanter Country 

day, William the 

acted as host, and, although the threatening weather had 
members turned out 


its Septem- 
Club Thurs- 
Carey 


Trade Association 
the 


September 16 


The 


meeting at 


Michigan 
ber 
Brown of Co., 


its influence on the attendance, 33 


to enjoy the Tam O’Shanter course and the splendid 
dinner 
Among those who came and conquered were: Ralph 


Peckham who took home President Fred Larsen’s ‘‘Presi- 


dent’s cup,” and C. H. Soderberg of the American Radia- 














Top picture, left to right: P. A. Kempt, Ireland & Matthews 
Mfg. Co.; H. Nelson, Nelson Co., and J. Wilke, Anchor Pipe & 
Supply Co—Middle William G. Boales, Hoffman 
Specialty Co.; R. Frank Connell, United States Radiator Corp., 
and Randolph Peckham, Nelson Co.—Bottom picture: William 
Co., host and Chester Gabosch, Walworth Co., 
tournament of the Michigan Trade Golf 
Association 


picture: 


Brown, Carey 
at the September 


tor Co. who won a pair of imported golf hose with a low 
gross of 84. H. M. Armstrong of the American Radiator 
Co., and W. Baier tied for low net with a 69. Mr, Arm- 
strong won the draw and was presented with a travelling 
bag and the Plumbers’ Trade Journal cup. Mr. Baier won a 
golfer's raincoat. CC. B. Whalen with a net 70 received a 
pair of golf knickers. L. J. MeSorely of the Mueller Fur- 
and H. J. Taylor of the Nelson Co., tied for 
place with a net 82. Mr. McSorely won this tie 
clock. Mr. Taylor in fifth 
place took a fine pair of pigskin gloves. 


nace Co., 
fourth 
and was awarded a boudoir 

At the business meeting following the dinner, final ar- 
rangements were made for the match between the West- 
ern and Michigan Trade Golf Associations. The tourna- 
will be the Battle Creek Country Club 
Thursday, September 30, where the opposing groups will 
be the guests of J. A. Galloup of the Galloup Pipe & Sup- 


ply Company of Battle Creek, 


ment played at 
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W. V. EGBERT & CO.”"S ANNUAL OUTING 

The force of W. V. & Co., Inc., Newark, N. | 
held its annual outing on Saturday afternoon, Septem): 
11, at Connor’s Cedar Grove Hall, Water Witch, N. 
Busses were taken by the crowd from Newark to the hot: 
where a dinner was served. A big program of field spor‘ 
was the feature of the day. 


Egbert 





BUFFALO, PITTSBURGH AND CLEVELAND GOLF 
ASSOCIATION WILL MEET SEPT. 27 
Plans have been completed for a joint golf tournamen 
of the Pittsburgh, Pa., Buffalo, N. Y., and Cleveland, Ohio, 


Trade Golf Associations, to be held at the Cambridg: 
Springs, Pa., golf course on September 27. It is hoped 


to make this meet an annual affair, and a large attendanc: 
is looked forward to at this first tourney. 


PHILADELPHIA H. & V. GOLFERS HAVE FINE 
WEATHER FOR SEPTEMBER MEET 

After having hard luck all season, the members of the 
Heating and Ventilating Golf Association of Philadelphia 
finally lucky on September 15 and had beautiful 
weather for their September tournament which was held 
at the Cedarbrook Country Club. The good weather brought 
out a big crowd, 18 cards being turned in after the morn 
ing round, and 32 two-somes battling in the best ball 
contest during the afternoon. 

Some good scores were turned in by the divot diggers, 
despite the creek which meandered through the course, 
and which cost several of the members much anguish 
and many lost balls. The best performer of the day was 
Frank Eckfeldt, who shared the responsibility of being 
host with Charles Williams. Host Eckfeldt won his first 
leg on the H. J. Carr trophy with a net 77, this score in- 
cidentally earning him four balls in Class B. The Class 
A leader was R. C. Bolsinger, his reward also being four 
balls, J. Morgan Kipe, second, took three balls, Russell 
Kleinman and C. F. Thompson each won two spheres, and 
H. Elliot a single ball. 

Weber followed Eckfeldt in Class B, winning 
three balls, Bert Pennypacker and C. V. Haynes each 
captured two, and George Kitson brought up the rear with 
the afternoon, the Hackett-Kerr combination 


were 


Chris 


one. In 











left to Elliet, C. F. 


right: 
Russell F. Kieinman and ©. Webber.—Bottom picture: 


Thompson 

Ale. 

MeClintock, William Kerr and Charles P. Hackett, at th: 

September 15th tournament of the Heating and Ventilatin:« 
Golf Association of Philadelphia 


Top picture, Harry 
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Your time- anywhere «Saved 
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If a flanged fitting isn’t properly drilled, the 


consequences may be serious. Accuracy here 1s as 





necessary as good metal. 


The illustration shows how each Stockham flanged 
fitting is placed on a level metal table to be scribed for 
drilling bolt holes. There’s no guesswork — exact cen- 
ters are found and scribed so that the perfect drilling 
template may be properly placed. 


This is only one detail that shows the great care used 
in making Stockham Fittings. From raw material to 
finished product there are forty-seven inspections and 
tests that Stockham Fittings undergo before they are 
finally released, to save you time and money on the job. 


For steam, water, gas, oil and air, buy Stockham 
cast iron and malleable fittings from your friend the 
jobber. He is the most dependable and economical 
means of supplying you. 


STOCKHAM 


| PIPE & FITTINGS COMPANY 


BIRMINGHAM, ALABAMA 






Write for our 
complete catalog 


Buy from 
YOUR JOBBER 


Warehouses with Complete Stocks in: 
BROOKLYN, N. Y. CHICAGO, ILL. LOS ANGELES, CAL. SAN FRANCISCO, CAL. 


| STOCKHAM FITTINGS 
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| proved too strong for the crowd, this pair leading the 
' field and taking four pellets. Kappell and McClintock, in 
second place, each were three richer. Pennypacker again 
| counted when he teamed with Luke and won third place 
| and two golf balls. Jacobsen and Hurley had the same 
| amount after annexing fourth honors and Miller and 
| Walther’s score earned them a ball apiece. 
| John Hemphill presided at the excellent dinner, which 
was featured by the community singing led by Charles 
Hackett. However, John Weigle’s rendition of some of 
Kipling’s stirring poems gave the singers a close run for 
| honors. Captain William Culbert brought the festivities 
to a close with the handing out of the prizes. 
The scores follow herewith: 
Afternoon Round 











Gross Hdp. Net 





Kappel and McClintock LATER re ri eS . 92 24 6% 
Culbert and Bolsinger ‘ ik 7 86 
Miller and Walther . . 114 35 79 
McCarthy and Haist ‘ os Saw ek ogee 24 90 
Hackett and Kerr es tide >a renee 22 66 
Blankin and Carr . a en See ee 91 7 84 
Webber and R. Kleinman PP nen Pree re eee 96 17 79 
Williams and Hemphtfll Seune a dasir rah iia ee 7 84 
Weigle and MacDonald : Ciao aces ee Guest 

Pennypacker and Luke . Te A oe SS 12 76 
Robelen and Nusbaum ......... Savewensa eae 88 12 76 
Thompson and Elliot , . a's ‘ame 15 80 
Grindson and Col. Dorris ..... ere Tee ea 96 Guest 

Kipe and Haynes ..... Ere eer ren ere ee 102 16 86 
iEckfett and Kitson ...... Eee ES LT re OE Ee 114 35 79 
SPMASTFORR BIG BOE. oc 0sc bames dedwoncees 94 17 77 





U. S. RADIATOR CLUB HOLDS GOLF MEET 
The annual golf tournament of the home office force of 
the United States Radiator Corp., was held Tuesday after- 
noon September 14 at the Birch Hill Golf and Country 
club, Detroit, Mich. J. F. McIntire, vice-president of the 
corporation, with a net 69 won the president’s cup which is 
donated by president Henry T. Cole. R. Ward Hillman, 














True Net Capacities 


Rather Than “Ratings”’ 
Needing ‘‘Sharp Pencils’’ 


It is not necessary to select 
a PIERCE JUNIOR “over- 
size” for your actual heating 
reqirements. 











The stated capacities of 
PIERCE JUNIOR Boilers 
are based on AVERAGE 
operating conditions — not 
the utmost that can be 
extorted from the boiler 
when driven to the limit. 


gt 
ae 


- 
so Samiti, Tate, 
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Top picture, left to right: Henry T. Cole, president; A. A. 
Emrick, F. J. Armstrong, and C. B. Hammond, advertising 
manager.—Bottom picture: C. 8S. Clark, R. W. Hillman and 
RK. H. Hogan, at the annual golf tournament of the Capitol 
Club of the United States Radiator Corp., Detroit, Mich. 





PIERCE, BUTLER & PIERCE 
MANUFACTURING CORPORATION 
41 E. 42nd St., New York City, N. Y. 





| and R. H. Hogan were close to the winner with net scores 
| of 70 and 72, respectively. In the ‘kickers’ handicap’ 

| class the winners were G. H. McGinley and A. J. Wester- 
field with net scores of 74 and 89. The engraved cast iron 
cup was won by F. L. Maloney. Following the play 4 
| dinner was served. The meet was attended by nearly 


thirty guests. 
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You can now use VINCO 


at bigger savings than ever 


INCO as now applied, is guaranteed to give perfect satisfaction when used in 20 to 40 
per cent smaller quantity than formerly, the exact reduction in amount depending upon 
the size of the heating system. 


This means a clean saving of 20 to 40 per cent on the cost of VINCO as the price 
per pound has not been increased. 


All VINCO now in the hands of our dealer represen- with ordinary blowing down under pressure to get oil, 
tatives and being sent out from our laboratories should grease, scale, dirt, etc., out of a new or remodeled 
be used in accordance with this revised schedule: heating system. 

Sq. ft. of Boiler Quantity Hardly an hour of the steam-fitter’s time is required 
radiation rating of VINCO and no additional labor expense is involved in this 
pe 500 3 Lb. “breaking in’’ process. Therefore, VINCO treatment 
1000 Bs 5 is not only releases many steam-fitter hours for produc- 

8 
1500 2300 13“ tive work, but also quickly gets the system ready for 
2000 3100 15“ prompt and willing acceptance. It afterwards protects 
3000 4500 20 « against priming, foaming, surging, poor heating effect, 
expansion and contraction cracks, and waste of fuel 

With this quantity reduction, the cost for the during the entire heating season. 

VINCO averages less than 1 cent per sq. ft. of 
radiation. Make VINCO treatment the finishing touch on every 
steam or vapor heating system you erect or overhaul, 

VINCO treatment puts all internal surfaces into and you will enjoy the extra profits and the better 
prime condition in 36 steaming hours, in comparison relations with customers. 


Vinco is guaranteed on a money-back basis 


both as to its efficiency and its ability to bring about the desired improvement 
entirely without harm to any part of the heating system. 


Patents are pending upon 5 — . 
she product and malted of THE VINCO COMPANY, INC., 75 Vesey St., New York. 


application. The use of any 
unlawful imitation will be 
subject to prosecution. For 
safety and full benefits, 
specify by name and see 
that the material comes 
from 3-lb., 5-lb., or 10-1b. 
lithographed cans bearing 
our name and registered 
trade mark, Buy from 
your jobber or if necessary, 
direct from us. Mail the 


Please advise where Vinco may be obtained and at what 
cost to clean out a heating system with sq. ft. 
of radiation. 


Name 


Address 








Name of Jobber 


coupon. 









“| conquer” 
(Latin) 










conquers foaming, surging, priming 
by removing oil, grease, rust, scale and dirt 





Mention Domestic ENGINEERING when writing advertisers. 
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Dai tig 


ARMSTRONG |e 


and you get a Hinged Pipe Vise +3 
which is not an imitation of some sig 
other make, but the original from 


which imitations are copied. 
Genuine ARMSTRONG Hinged 


Pipe Vises will enable your men to 
do more work and better work with 
less trouble. 

Made from the best Malleable Iron, 


with Hardened Steel Jaws and all 
parts interchangeable from stock. 


Your jobber has them. 
Ask him 


Sid a 


oe 
“au@ee| Get the Genuine [FF 


uo 
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) The Armstrong Manufacturing Co. 
Vise Jaws for Brass Pipe ‘ 

To Fit No. 1 Vise Bridgeport, Conn. 
A set of these jaws should 
be part of every plumber’s 
equipment. They are in- 
expensive, easily attachec 
and prevent damage to 


brass and nickel-plated 
pipe. 








IMPROVED « HINGED « PIPE « VISES 


Mention Domestic ENGINEERING when writing advertisers. 
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WESTERN TRADE GOLFERS HAVE RAINY BUT 
ENJOYABLE DAY AT GLEN OAK 


Rain prevented a number of Western Trade Golf Asso- 
ciation members from finishing the afternoon round at | 
their September tournament, held on Tuesday, the four- | 


teenth, at Glen Oak Country Club, near Glen Ellyn, III. 
But thirty-five of the forty-nine who came out to the club 
were real, dyed-in-the-wool golfers and played right 
through the downpour which let loose for about two hours 
in the afternoon. And the rest of them enjoyed them- 
selves around the club house, so it could not be said that 
the rain spoiled the good time which the Chicago golfers 
always have at their monthly association tournaments. 
All who came out in time for the morning round got in 
nine good holes of golf, for Glen Oak, a 73 par course, 
offers fine sport. Club appointments and service were 














B. Martin and H, 
Thomas.—Bottom: R. Cooper, Jr., at the September tourna- 


Top: W. H. Chenoweth.—Center: A, G, 


ment of the Western Trade Golf Association, held at Glen 


Onk Country Club 


of the best, and appreciation was heartily expressel for 
“Major” Chenoweth’s courtesy in securing the privileges 
of the club for the association. 

A. E. Norman, Jr., one of the best golfers in the West- 
ern Trade Golf Association, went home with the big honors 
of the day and the most prizes. He shot an excellent 78 
in the rain for a net 72, thus winning first prize in 
Class A, which was a silver water pitcher, getting his 
name on the Association Cup, winning a golf ball for 
being low man in his foursome and, to make it monot- 
onous, garnering the president’s prize of a golf bag in the 
blind bogey event. 

This tournament was the first in which the golfers 
were divided into classes, according to their handicaps, 
with a first prize and a runner-up prize presented in each 
of the four divisions. Net scores below par reverted to 
par and ties were decided in favor of the player with the 
lowest handicap. 

(Continued on Page 65) 
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IPE HANGERS 








Beaton & Cadwell PERFEC- 
TION ‘‘Jumbo”’ Pipe Hangers 
are safe to use, easy to install 
and will fit pipe from 34 inch 
to8inch diameter. Their 
quality is PERFECTION 
of course. 


SEATON & CADWELL MFC.CO. 


éstablished 1894 














JOSEPH M. RUBY 
Rochester, N. Y. Plumbe: 
Says 
Your product ts all that 
it says. EverHot, according 
to my Interpretation, means 
service that is always at hand 
and quality that is backed by 
a@ guarantee 
“T always recommend Ever 
Hot Heaters whenever the op 
portunity presents itself.” 
265 
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WATER HEATER 


*66 
‘88 
‘139 


CverHot Weater Co. 


Detroit, Michigan 








MORE KITCHENS 


have Classic Sink Fixtures 
than any other combina- 
tion faucet. The demand 
increases steadily. So do 
profits—ours and yours. 
Why trouble with clumsy 
imitations when you know 
what Classics will do? 





CHICAGO 
FAUCETS 


GREAT factor in the overwhelm- 
ing public preference for the Min- 
neapolis is the predominance of Min- 
neapolis National Advertising. It 
works the year ‘round for dealers 


The Chicago Faucet Co. 
2700-22 N. Crawford Ave. 
Chicago, It). 























Write for catalog and sales plan 


MINNEAPOLIS HEAT REGULATOR CO. 
Established 1885 
2801 Fou h Ave., Se. 


The; 


Minneapolis, Minn. 


INNEAPOLIS” 


Heat REGULATOR 
°T COAL ~GAS ~ OIL \ 
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The Mueller system is 
simplicity itself. Simple 
to install. Comes fully 
assembled. Automatic in 
operation; so that almost 
no attention is required on 
the part of the owner 
Water supply and pressure 
relief are entirely auto- 
matic Automatic damp- 
er regulation affords big 
saving in fuel 











MUELLER Heat Control System 


Simplified heat control for hot water heating 


One of the biggest forward strides 
in hot water heating is represented 
in the Mueller Heat Control System. 
This control system adds surer 
dependability, certain safety and 
important fuel saving advantages 
without any of the nuisances of the 
expansion tank which it replaces. 


This system installed costs no 
more than the ordinary expansion 
tank system. It gives the owner a 


better, more thoroughly dependable 
job. 


You will find the Mueller Heat 
Control System a fast moving sales 
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During the past year sales on 
Heat Control 
System practically doubled, 
indicating the big preference | 
for this system among hot 
water heating owners. This 
system is mentioned in Mueller 
color page advertising in The 
Saturday Evening Post and 


the Mueller 


Liberty Magazine. 





specialty. It cuts your labor cost 
in two, increases your sales volume 
and provides a bigger profit margin. 
Every system installed is an effective 
stimulator for more jobs, more sales 
for you. 


Let us put full particulars in 
your hands. Send for our special 
booklet. 


MUELLER CO. 


(Established 1857) 


Factories: Decatur, Ill.; Port Huron, Mich. 


Branches 
New York, San Francisco, Los Angeles 


Canadian Factory: 
MUELLER, Limited, Sarnia 


MUELLER 


Heat Control System 


September 


25, 192 
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MARKETS | 


BUSINESS CONDITIONS IN LEADING JOBBINC CENTERS 








CHICAGO 


With heating business very active and the evenly sus- 
tained demand for plumbing goods spurred during the 
week by the rush to complete both new and remodeling 
work on buildings scheduled for occupancy by October 
1, the gross turnover in the Chicago district continued 
in the last seven days to reflect considerable work in 
hands of master plumbers and heating contractors. With 
August building figures showing a very large volume of 
construction under way, all the building trades have out- 
lets of considerable proportions for their goods and serv- 
ices. Contemplated new work, as gauged by permits is- 
sued, continues to show a declining trend, but current 
operations as yet have evidenced no signs of slackening. 
Thus, a review of conditions in the plumbing and heating 
industry finds that contractor, wholesaler and manufac- 
turer are, in the main, supplied with a good volume of 
business. 

While actual statistics on volume of shipments show 
that the movement of plumbing and beating materials is 
of very good size, there is not a great deal of enthusiasm 
evidenced by many representatives. This psychological 
phase of the market is interesting in that it shows that 
many in our field are not yet reconciled to the policy of 
most buyers to take care of only their current, quick re- 
quirements in the majority of their commitments. Rec- 
ords are proof that there is little cause for dissatisfaction 
about the amount of business. Sales in a number of lines 
are equal to those of last year, in some slightly in ex- 
cess, while in those in which shipments are less, the dif- 
ference is not great enough to change a report that busi- 
ness is good. Thus, the lack of enthusiasm must be at- 
tributed to other causes and one of the chief ones, prob- 
ably, is the difficulty of accepting the fact that whole- 


salers can do a satisfactory business on such low inven- 
tories—a difficulty which is fast being removed as month 
after month checks off a record of well sustained busi- 
ness activity. 

Production in most lines is well adjusted to demand, 
some industries operating on a curtailed schedule in order 
to avoid piling stocks while others are at capacity in order 
to keep abreast of current buying. Deliveries of most 
goods can be made as needed. The market is firm, as a 
whole, conditions in the range boiler industry being the 
most glaring exception to such a statement. Effective on 
September 13, prices of boilers and radiators advanced, 
this being the only change in markets in the last several 
days. Wholesalers’ prices are steady and in line with 
replacement costs and, generally speaking, healthy condi 
tions prevail. 

Soil Pipe 

While there is still no disposition on the part of the 
wholesaler to buy ahead or to order out more material 
from the foundries than he needs to fill his present re- 
quirements, his stocks are at a very low point and to meet 
current consumption needs he is finding it necessary to 
place orders. The improvement in buying which began 
to be noticeable in August has been maintained from 
week to week since and the tonnage now moving on fre- 
quent, small-sized orders totals good figures. The in- 
dustry is operating on an average of about four days per 
week, according to reports, but is taking care of actual 
demands nicely. Prices are firm and unchanged, with the 
market apparently in a healthy condition. 


Steel Pipe 
Business is good in steel pipe, the increased demands 
of the heating contractor sustaining the steady call for 
this product which has existed for several months. De- 
mand, however, is no longer in excess of supply, it being 





TEADILY increasing business in the heating 
field and well sustained activity in plumbing, 
particularly in finishing work, maintain the movement 
of plumbing and heating materials at a substantial 
rate. The building program, shown by August figures 
to be ahead of that of last year and by later reports 
to have continued well sustained during the first ten 
days of September, provides plenty of work, and the 
fact that permits issued indicate a declining trend for 
the future has as yet not affected current operations. 
Buyers continue to confine their purchases to actual 
requirements, wholesalers’ stocks being at minimum 
working levels in most lines and quick deliveries from 





HEATING BUSINESS INCREASES; PLUMBING WELL SUSTAINED 


— 


manufacturers being relied upon to meet demands. 
In practically all lines, made as 
needed. Production is well adjusted to demand. 
The advance in prices of boilers and radiators, 
amounting to 74% per cent on round boilers, 10 per 
cent on square boilers and 5 per cent on radiation, 
effective September 13, was the only change in markets 
since the last report. 
changed, the low figures to which they settled in Au- 
gust being the prevailing market, although they have 
not been met by several makers. Wholesalers’ prices 
as a whole are steady and in line with replacement 
costs. 


deliveries can be 


Range boiler prices have not 
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be installed in the finest bath- 
rooms. Modern and original 
in design, occupies minimum 
space and has a host of desir- 
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W. A. CASE & SON MFG. CO., 220 Delaware Ave., Buffalo, N. Y. 
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generally possible to get pipe as needed. Buying is not 
of the anticipatory type. Prices are firm and unchanged. 
Wrought Iron Pipe 

Wrought iron pipe is moving in good tonnage, orders 
reaching the mills steadily and consisting mainly of small- 
sized lots wanted quickly. Mills are in position to take 
eare of calls for shipment promptly. Prices are firm and 
unchanged. 

Enameled Ware 

August shipments of enameled sanitary ware, as fre- 
ported to the Department of Commerce by the 21 manu- 
facturers who comprise the entire industry, totaled 411,- 
124 pieces, as compared with 396,825 pieces in July and 
463,978 pieces in August, 1925. Enameled ware business 
for the first eight months of this year was about 5 per 
cent under that of the first eight months of last year. 
Wholesalers are not carrying large stocks, but are order- 
ing as needed. Manufacturers’ stocks are adequate and 
quick delivery is possible on most items. Prices are firm 
and unchanged. 

Pottery 

New buying still lags while stocks purchased at earlier 
low prices continue to take care of current consumption, 
which is in good volume. Potteries, as a rule, are meet- 
ing delivery schedules promptly out of ample stocks. 
Prices have not changed. 


Range Boilers 
Actual consumption needs measure the volume of range 
boilers moving. No change was announced in prices dur- 
ing the last week, the low prices quoted by a few makers 
being the prevailing market. Those makers who are 
not meeting the low prices report practically no business. 


Plumbers’ Brass Goods 
August sales of tubular goods were quite a bit under 
those of last August but a little ahead of those of July. 
In both tubular and cast brass goods buying for fill-in 
purposes is steady and in substantial volume. The trend 
of prices has been steady throughout most of the year, 
with occasional slight variations when some items are 
used as leaders, and there was no change during the last 
week. 
Boilers and Radiators 
Effective September 13, prices of round boilers ad- 
vanced 7% per cent, of square boilers 10 per cent and 
of radiation 5 per cent. Most plants are working full in 
order to meet the heavy current demand and deliveries 
are being made in a satisfactory manner. 


NEW YORK 


Various available reports covering building activities 
in the New York territory are to some extent inconsistent. 
That is to say, the different angles of the situation fol- 
lowed through do not arrive at the same conclusion. 
Some reports have it that building has fallen off per- 
ceptibly, in some sections of the territory as much as 60 
per cent. Others set forth numerous instances where 
operations involving huge sums are ready to be started. 
An example of this appears in a daily report issued during 
the past week covering the Borough of the Bronx which 
discloses that well over half a million dollars are to be 
invested in half a dozen buildings. Syndicates continue 
residential construction in sub-divisions with little ap- 
parent abatement. Purchases are reported daily for this 
purpose. 

Money, according to reports of brokerage houses is 
plentiful for bona fide building projects. S. W. Straus 
Co. reported during the week loans issued in this section 
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amounting to several millions. Loans authorized by the 
Metropolitan Life Insurance Co. in one day totaled in ex- 
cess of four million dollars. These were placed on well 
over nine hundred dwellings. 
Manufacturers’ prices are generally firm 
modities are excepted, tubular brass goods and a few re- 
ported instances in the soil pipe market. Boiler and ra- 


Two com- 


diator prices took a sudden jump during the week. 
Soil Pipe 
Foundries report a lull in soil pipe business. Whole- 
salers’ stocks, while not large, are as a rule fair. Most 


manufacturers have been able to maintain good working 
stocks and are in position to 
Prices remain unchanged, but the firmness of the past six 
months has been disturbed in several reported instances 
Steel Pipe 

Wholesalers as a rule are maintaining stocks slightly in 
advance of the demands which are being made on them 
by master plumbers and heating contractors Ordering 
by these last named factors is quickly reflected on the 
books of manufacturers. Tonnage leaving the mills is 
steady but in most instances not particularly heavy. 
Manufacturers’ stocks are ample and insure satisfactory 
deliveries. Prices are firm and unchanged 


make prompt deliveries. 


Wrought Iron Pipe 
Distributors of wrought iron pipe in this territory are 
fairly busy filling the orders reaching them from plumb- 
ing and heating contractors. No great quantity ordering 
is being done by wholesale houses generally; on the con- 
trary, most all buying is done as immediate needs require. 
Jobbers as a rule are maintaining fairly good working 
stocks. Mills have to some extent bettered delivery con- 
ditions so that in most instances they are but slightly 
extended. Prices are firm and unchanged at the long 
established level. 
Enameled Ware 
Wholesalers are maintaining fairly good stocks of ware. 
This in view of the demands made on them by master 
plumbers in this area is keeping a good volume moving 
forward from the plants of makers. There have been no 
price changes announced. Manufacturers’ 
are well stocked and, as a consequence, 
satisfactory. 


warehouses 
deliveries are 


Pottery 

Sales of pottery have fallen off slightly but by no means 
alarmingly when the volume of business done in the past 
few months is considered. Wholesalers are maintaining 
fair stocks. Plumbing contractors in many instances are 
holding off placing orders for this commodity on contracts 
already in hand. Prices remain unchanged and firm. 
Prompt deliveries are obtainable frofn most sources of 
supply. 

Plumbers’ Brass Goods 

The movement of both cast and tubular brass goods is 
fairly well sustained. This demand is made up of orders 
for both immediate and future deliveries. Some whole- 
salers are placing specifications for the balance of the 
year for both types of brass goods. Stocks on their 
shelves are kept in most instances at a level which insures 
them against shortages. Deliveries are for the most part 
satisfactory. One manufacturer of tubular goods issued 
a new sheet to include additional items his firm has placed 
on the market. The sheet quotes prices on a few items 
slightly lower than those incorporated in the old one. 

Range Boilers 

There is a fair demand existing for range boilers which 
is almost entirely created by the actual requirements of 
master plumbers. Wholesalers’ stocks are in few in- 
stances considered heavy. Prices are reported firm at the 
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Triple Coil Top View. 
Capacities 600 and 800 
gallons for large steam 
or vapor boilers. 


Single Coil for Vapor 
and Steam Boilers; from 
30 to 120 gallon ca- 
pacity. 


OUR big op- 
portunity is 
here, NOW. The com- 
plete Excelso line offers 
you the most successful 


answer to every domestic 
hot water heating need. 


You will find many opportunities 
for replacing old, worn-out, un- 
satisfactory fire pot coils and many 
opportunities for installations in 


new heating plants. 


Let Excelso earn EXTRA PROF- 
ITS for you this fall and winter. 


Double Coil for Larger 
Steam and Vapor Boil- 
ers. Capacity from 160 
to 400 gallons. 
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Excelso Water He@i 
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fashioned fire pot pi 


capacity for every t 
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water, steam or vap@gp 


See your jobber o 
prices and discount 
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EXCELSO SPEG ¥ 
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57 CLYDE AVENUE 


NATIONALLY DISTRIBU 
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Mention Domestic ENG 





DOMESTIC ENGINEERING 


x He@its are designed to 
numegections to the old- 
ot pigthere is a style and 
ery tgsize of hot air, hot 
* vapa plant. 


Excelso Fin-Pin 
Heater 


er © for full particulars, for down in the firepot. 
Cast Iron or Brass; 30 gal- 


unt lon and 40 gallon capacity 


SPEG WORKS, INC. 
NUE $FFALO, NEW YORK 


IB DING WHOLESALERS 
\D RX MANUFACTURERS 


ENG Writing advertisers. 


Excelso Fire Pot 
Generator 
Seta entirely above the fire. 
For hot water boiler or hot 
air furnace. Sizes up to 60 
gallon capacity. Cast Iron 
or Brass. 


Excelso Phaeton 
Heater 


For hot water or hot air 
plant. Installed above the 
fire. Capacities from 30 to 
250 gal. Cast Iron or Brass, 


NSTALL gen- 

uine, nation- 

ally advertised Ex- 

celso Units and give 
real satisfaction. Small 
heaters, big heaters — sizes 


to take care of one family or 
one hundred families. 


The season is here. Increase your 
profits with the easy-to-sell, easy- 
to-install Excelso. 
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The Modern Catalog File 


The most convenient form ever devised for handling and keeping 
up to date catalog material on plumbing and heating supplies. 


All catalog pages of the 450 manufacturers shown in this Direc- 
tory are completely revised and brought up to the minute in each 
edition. To have this catalog material bound under a single cover 
and thoroughly indexed saves an immense amount of the buyer’s 
time formerly required to look up individual catalogs or to write for 
new ones when they are out of date or missing from the files. 


Many jobbers and other quantity buyers are depending more and 
more on this Directory as a handy catalog file. 


The 84-page index in back of the book helps to locate instantly 


by trade name or name of manufacturer any of the 2000 items 
classified in the Directory Section. 


Domestic Engineering Catalog Directory helps the manufacturer 
to keep his catalog material up to date and makes it easier for his 


customers to buy his products. 


7%"x1054" 
Published by 


Domestic Engineering Co. 


1900 Prairie Avenue Chicago, Illinois 


Price $5.00 





Bound in Fabrikoid 
(imitation leather) 
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low level established some time ago. Many makers are 
not accepting any business at this level. Deliveries are 
satisfactory. 
Boilers and Radiators 

The price advance effected last week which quoted ra- 
diators 5 per cent, round boilers 7% per cent, and sec- 
tional boilers 10 per cent higher than formerly has not 
as yet greatly stimulated buying. It has, though, in many 
cases been the cause of closing business that was hanging 


fire. In face of seasonal ordering which is in good 
volume, makers are maintaining satisfactory delivery 
service. 


PHILADELPHIA 


A study of August building reports for the Southern 
part of the territory served from Philadelphia leads one 
to the conclusion that the outlook for good plumbing and 
heating business in that section in the near future is very 
favorable. Maryland, Tennessee, North Carolina and 
Virginia, showed gains over August, 1925, building per- 
mits. This territory also has three cities of the 15 among 
the 25 larger cities which showed gains. These points 
are Washington, Baltimore, and Jacksonville. As Wash- 
ington is practically the District of Columbia, this terri- 
tory can be added to the four above mentioned, Jackson- 
ville’s gain was made despite a falling off in the figures for 
the state. 

The price situation has changed little from a week ago, 
the feature of the week being the increase of 5 per cent on 
radiation and 7% to 10 per cent on boilers. 


Soil Pipe 
Foundries still are not booking large orders from this 
section. Master plumbers are taking a fair amount of 
soil pipe for installation and this drain on wholesale 
stocks is being taken care of by small, early delivery 
orders placed with foundries. Prices have not changed. 


Deliveries are satisfactory. 
Steel Pipe 

Mill volume is being kept at a good level by the placing 
of many orders for early shipment, with the average order 
being kept to a minimum by wholesalers’ buyers. Price 
conditions are unchanged, mills holding steadily to the 
figures that have been current for many months, Ship- 
ments can be made without difficulty, 

Wrought Iron Pipe 

The middle of the month usually sees a slight lull in 
orders from the wholesaler, this month being no excep- 
tion to the general rule. Shipments are still delayed some- 
what, but customers who need pipe badly can usually be 
taken care of. Prices continue on the even keel that has 
characterized this product for so long. 

Enameled Ware 

One large manufacturer reports shipments into the ter- 
ritory holding up very well, while another big maker finds 
an accelerated demand for his ware. Wholesalers gen- 
erally, however, are keeping their stocks only up to the 
safety level, and are placing very few orders for later 
delivery. Prices are steadily firm. 

Pottery 

While potteries whose chief output is of the type 

ordinarily known as “staple’’ are still not working full 


capacity, representatives of these makers now state that’ 


the demand for their ware is very good. Manufacturers 
who do a large volume of business in higher grade ware 
are also enjoying a good demand, the shipments of both 
vitreous china and porcelain into the market being large. 
It is stated that many jobbers are now showing a willing- 
ness to contract for future delivery on staple bowls and 


No price changes have been reported. 


tanks. 
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Plumbers’ Brass Goods 

One large tubular brass company has issued a new sheet, 
revisions in prices of many articles being made. Some 
jobbers report that they find a firmer price tone on tub- 
ular products, stating fewer instances of shading from 
makers are coming to their attention. Cast brass business 
is normal, with the demand to be expected at this season 
of the year, and firmness in price quotations noticeable. 
Deliveries generally are satisfactory. 

Range Boilers 

Even the manufacturers with the lower scale of prices 
do not report a large volume of business in the market, 
both jobbers and contractors buying, as a usual thing, 
only for immediate use. No price changes have been re- 
ported during the week. 

Boilers and Radiators 

Prices on radiation were advanced 5 per cent, round 
boilers 7% per cent and sectional boilers 10 per cent 
since the last report. Deliveries generally are satisfac- 
tory, with business very active. 


NEW ENGLAND 


Although this is the usual season for a falling off in 
activity, a good volume of business is still being done. 
Buying is still only for actual needs with some small sur- 
plus for a safety margin, but the number of these small 
purchases accounts for good tonnage in the aggregate. 
Manufacturers are working at a good rate, in the case of 
steel pipe and boilers and radiators at capacity, in order 
to keep abreast of demand. Most of the material being 
moved is of the finishing type at this season. 

Prices, as a whole, are still steady and unchanged. 
There was a sharp advance in radiation and boilers dur- 
ing the week. Manufacturers are apparently well sup- 
plied with stocks and all orders entered by the jobber 
are coming through promptly. 


Soil Pipe 
Prices are firm and unchanged. There is a steady de- 
mand on the jobber for small lots and these demands ab- 
sorb a good tonnage. Jobbers’ orders to the foundry 
are mostly of a fill-in nature, although recently, accord- 
ing to manufacturers’ agents, carload lots for 
nearby delivery have been booked. While manufactur- 
ers are not working at full capacity, they have no dif- 
ficulty in rendering prompt shipment. 
Steel Pipe 
With the activity in the plumbing and particularly in 
the heating industry, a heavy demand on both jobber 
and manufacturer is noticed. Jobbers are holding stocks 
at good working levels that assure prompt delivery of 
all orders placed with them and are steadily releasing 
material from the mill. Mills in turn are working at prac- 
tically full capacity in order to keep abreast of demand 
and up to date have been able to keep the trade satis- 
fied with the service rendered. There has been no change 


in price. 


some 


Wrought Iron Pipe 
There is a fair movement of this commodity, with job- 
bers’ stocks so balanced that deliveries are being made 
upon receipt of orders. Buying continues only for needs 
with little advance estimating. Prices are steady and un- 
changed. 
Enameled Ware 
No change in prices. Jobbers are still depending on 
the manufacturer to carry the stocks and are buying only 
to take care of low spots in their holdings. A steady and 
fair movement is still taking place with no trouble 
on the part of jobbers to secure all material needed. 
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Pottery in the demand during the past week. Present and pro- 


Jobbers report a fair but not heavy movement out of 
their stocks, this being confined mostly to staples. There 
has been a heavy movement of specials during the month 
as the large contracts reach completion. While there is 
some new buying on the part of jobbers, most of the 
business now being done is on the basis of the old lower 
prices. Potteries are working at good capacity and ap- 
parently have ample stocks on hand, as jobbers’ releases 
are being taken care of promptly. Prices appear to have 
steadied, there having been no changes announced for 
about a month, and new business is said to be refused by 
manufacturers at other than the recent higher prices on 
bowls and tanks, 

Plumbers’ Brass Goods 

Prices are holding at firm levels. Some manufacturers 
have made some slight advances in some lines with reduc- 
tions in others but, as a whole, prices are steady. Jobbers 
are holding stocks at good working levels with replace- 
ment orders to the manufacturer as needs arise but little 
heavy buying is being done. Prompt service is rendered 
all along the line indicating ample stocks in hands of 
both manufacturer and jobber. 

Range Boilers 

The market is still unsettled, although no new sheets 
have been put out by manufacturers. Little interest is 
being shown in this commodity and jobbers are keeping 
stocks at a low point consistent with safety. Manufac- 
turers are compelled to carry the stock for the jobber 
whose orders are of the fill-in nature. There is practi- 
cally a normal demand by the trade for needs rather than 
for a carry. No difficulty is found in securing immediate 
delivery of all goods needed. 

Boilers and Radiators 

Radiation advanced 5 per cent, round boilers 7% per 
cent and square boilers 10 per cent. Business is very 
good. Manufacturers are working at full capacity in 
order to keep abreast of demand and jobbers are con- 
stantly sending in new orders as well as releases against 
old business. Manufacturers appear to have good stocks 
on hand and are shipping promptly. 


PACIFIC COAST 


Business along the Coast continues in fairly active 
volume. The building program, while not as large as 
last year, continues to hold up well and, as Coast cities 
are continually growing, should at least keep up to its 
present volume for some time to come. The general 
market conditions vary somewhat in different jobbing 
centers but, as a whole, jobbers’ prices are firm. 

Soil Pipe 

The demand for soil pipe is steady with most pur- 
chases being for immediate requirements or contracts 
actually closed. Very little forward buying is noted. 
Distributors generally are keeping stocks in shape to 
take care of present requirements and little difficulty is 
encountered in obtaining prompt deliveries from foundries. 
Prices on this commodity remain unchanged. 

Steel Pipe 

Very little if any change is noted in the demand for 
steel pipe, which on the whole continues fairly active. 
Stocks in distributors’ hands are well assorted and ade- 
quate to take care of present and anticipated require- 
ments without difficulty. Jobbers’ prices to the trade, while 
varying in the different jobbing centers, remain un- 
changed and as a rule are holding firm. 

Enameled Ware 

This commodity continues to move in small lots for 

immediate requirements with very little change noted 


spective building contracts indicate that there should be 
a satisfactory demand for this commodity for some time 
to com. Prices to the trade remain unchanged. 


Pottery 
While there continues a fairly active demand for pot- 


tery which gives some indication of increasing in the 
near future, stocks in jobbers’ hands are capable of tak- 
ing care of present requirements and very little difficulty 
is experienced in obtaining prompt deliveries from pot- 
teries. Prices to the trade, while varying in the dif- 
ferent jobbing centers, are as a rule holding firm. 
Plumbers’ Brass Goods 

This commodity continues to move in good volume. 
Distributors generally have well assorted stocks and 
prompt deliveries can be obtained from all manufacturing 
sources. Prices to the trade vary in the different jobbing 
centers and seem to be dependent more or less on the 
size of order offered. 

Range Boilers 

There is no apparent change in the demand for this 
commodity. Prices generally are based on replacement 
costs and remain unchanged. 


The Stock Market 


Quotations furnished by Frazier Jelke & Co., Chicago 








Par 1926 

Value High Low Quotations of September 20, 1926 ° Bid Asked Last 
125 122% 101% American Radiator Co. com................. A 1154 «116 115% 
100 131 127 American Radiator Co. pfd..................A 129 135 131 
150 51% 41% Anaconda Copper Mining Co................. A 4834 48% 48% 
NP 39% 2% Brunswick-Balke-Collender Co............... A 374 87% 37% 
NP 41% 28 A.M. Byers Co, com,.................A&F 38 40 3814 
100 102% 98 A.M. Byers Co. pfd............ ; A&F 97% ..... 9914 
100 115 104 Century Electric Co. com................... Gib 18 115 
100 110 105 Century Electric Co. pfd.................065 G10 108 105% 
50 443%, 36 Chicago Nipple Mfg. Co. “A”...............B 4% 4% 44% 
50 313%{ 26 Chicago Nipple Mfg. Co. “B”.............. B 31 31% 31% 
2 60 4014 Crane Company com................--ee00- C & 55 54% 
100 117% 11344 Crane Company pfd.................000000% C 116 ae | 
100 90 73 Detroit Brass & Malleable Works............. D 8 95 90 
2 33 26 Bagle-Picher Lead Co..........2.ccccccceees I 32% 32% 32% 
NP 56 30% Fairbanks Morse & Co. com................ A 4% 47% 47% 
100 115 10344 Fairbanks Morse & Co. pfd.... wae A100 111 = 109 
NP 161 130 Johns-Manville Inc................. B 144% 145% 144% 
100 «86 72 Jones & Laughlin com..... F 8 90 86 
100 120 114 Jones & Laughlin! pfd....................... F 116 120 6118 
10 1914 14 Michigan Copper & Brass Co..............-. D177 «#1 8 18% 
100 174% 138 National Lead Co. com. Peer. a eee 
100 130 115 National Lead Co. pfd... +8 ocdaue EG . wtwes 1164 
100 410% 99 Ohio Brass Co. pfd...............2..,0000. H 110 ..... 110% 
NP 70% 7 Ohio Brass Co. “B” oes H 75% 76% 76 
NP 16% 11% Pacific Steel Boiler Corp........... ...B 1% 18 1234 
100 110 100 Penberthy Injector Co. pfd.... ib daw 108 
25 27 22 Pierce B. & P. Mfg. Corp. com..............U 25 28 2614 
100 102 98 Pierce B. & P. Mfg. Corp. pfd..............U 100 103 100% 
NP 2 15 Richmond Radiator Co. com................ B 16% 18 17% 
NP 51% 36 Richmond Radiator Co. pfd................. B 4 40% 40 
OUD BE SR TN Ns 6 0 snc erdsines snncedescsces U 243 «6250 = (250 
25 118 96 Standard San. Mfg. Co. com................ F 9 103 99% 
100 116}4 115 Standard San. Mfg. Co. pfd..... tL ee 115 
100 «52 45 Trenton Potteries Co. com.................. a RRS 45% 
100 11134 98 Trenton Potteries Co. pfd...................U 100 105 105 
100 24844 15834 U.S. Cast Iron P. & F. Co. com............. A 20134 203 202 
100 109 100% U.S. Cast Iron P.& F. Co. pfd.............4 105 10644 105 
NP 42% 387 U.S. Radiator Corp. com................... D 38% 38% 38% 
100 102 9934 U.S. Radiator Corp. pfd....................D 99 101 99% 
100 88% 50% U.S. Rubber Co. com.................00005 A 61% 51% 51% 
100 109 101% U.S. Rubber Co. pfd...................... A 106% 107% 107 
100 15854 117 0.8. Steel Corp. com................cceeee A 142% 142% 14244 
100 130% 124% U.8. Steel Corp. pfd.......................A 125% 129 126% 
NP 23% 15% Walworth Company...................-.++- A 1% 16% 16 
NP 234 16 Williams Oil-O-Matic Htg. Corp............. C 17% 8 17% 
Oe. NF PR Cnhaas cneviecinccdssanensd | ABE 8 7 
NP 95% 69 Youngstown Sheet & Tube Co............... A 8% 87% 87 

*Where listed— 


A—New York Stock Exchange 
B—New York Curb Exchange 
C—Chicago Stock Exchange 
D—Detroit Stock Exchange 
E—Boston Stock Exchange 


F—Pittsburgh Stock Exchange 
G—St. Louis Stock Exchange 
H—Cleveland Stock Exchange 
I—Cincinnati Stock Exchange 
U—Unlisted Stocks 
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Western Trade Golfers’ Meet 


(Continued from Page 55) 


Geo. A. Jones did himself proud in the morning, shoot- 
ing a gross 37, net 34, on the par 36 out nine. He was, 
therefore, in line for the prize awarded for the morning 
of ash trays. The rule which reverted 
scores to par caused several ties for this prize, but Mr. 
Jones’ low handicap gave him the edge. 

Winners of Classes B, C and D were W. H. L. 
H. W. Evans and R. E. Moore, 
won a silver water pitcher. Seconds in each of 
classes were J. P. Kiely, C. E. Beery and J. V. Brunner, 
respectively, each of whom won a pair of golf hose. There 
was no runner-up in Class A. The Duffer’s Cup went to 
F. McCartin, a Class B player, who was enough off form 
to have the high net of the day the high 
2Toss. 

The Engineering” 
leather golf jacket and a slicker golf jacket, was awarded 
It was a kickers’ handi- 


event—a nest 


Smythe, 
respectively, each of whom 


these 


although not 


“Domestic prize, consisting of a 
in a special blind bogey event. 
cap affair, the players choosing the handicap they 
mated would put their net and 90. 
90 turned out to be the blind bogey, and two were tied 
for the prize—-E. H. Christiansen and M. Feiber. Mr. 
Christiansen won the toss and took home the two jackets. 
flight 
Kiely, 


esti- 
scores between 8&0 


winners, who 


A. E. 


One golf ball went to each of the 


were L. J. Pitcher, C. F. Olsen, J. P. Norman, 


Jr., J. V. Brunner, H. G. Thomas, W. T. Walters, J. C. 
Matchett, Wm. Thumm, R. E. Moore, R. V. Sawhill and 
H. E. Crum, Jr. ° 


Reverend James P. Kiely won the guest prize with a 
78—a beautiful game. 

These various prizes were awarded at the evening meal 
with President Beery presiding. 


guests at the same time. 


in the club dining room, 
Mr. Beery introduced the 
The big excitement of the evening was the announce- 











Top: William Thumm.—Center: J. C. Matchett and C. F. 
Olsen. —Bottom: J. A. Ljunggren, at the September tourna- 
ment of the Western Trade Golf Association, held at Glen 


Oak Country Club 
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‘*CHICAGO”’ 


NO. 2 


Power Pipe Thread- 
ing Machine 





For 
Production and Precision 
hreading 


PORTABLE 
Capesity 4, eae Bere 


FEATURING: 
Quick Die on e 
Automatic Die 
Three Speeds 
Perfected Oil Control 


peak Send for Catalog. 


CHICAGO PIPETHREAD MACHINE CO. 


Office and Factory: 1615 Racine St., RACINE, WIS., U.S. A. 








awn 





ESTABROOK 


Plumbing 
Specialties 


give satisfaction to both plumber and cus- 
tomer wherever installed. An ESTA- 
BROOK product is built to last, yet is 
moderately priced. 

The FRANKLIN Grease Trap, illus 
trated, is made for hotels and large resi 
dences. Write for catalog featuring entire 
line. 


R. ESTABROOK’S SONS 
204 First St. So. Boston, Mass. 








Bull = 


—Dependahble 
43. an eztitil —~ 
Frost 7roo 
Low Priced 


PF ben ms F 
* 















Grand Haven Michigan Trenton New Jersey 





FITTINGS 


5000 Different Types 
and Sizes 
Send for Catalog 
THE KENNEDY VALVE MFG. CO. 














Elmira, N. Y. 
Boston New York Chicago 
San Francisco El Paso Salt Lake City 
Seattle Philadelphia Kansas City 
Los A 
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the 


Spi iral 
Stripe 


protects you against 


mistakes and substitution 


also look for name and 
year rolled in metal 






A.D. 1701 


Ruins of San Jose Mission, 
near San Antonio, Texas. 
Wrought Iron grill over 
beautiful window has defied 
corrosion for over two cen- 
turies. Photo by J. Specht. 


A.D. 1925 


Kosair Temple, Louisville, 
Ky. Byers Pipe chosen for 
Piumbing, Heating and Re- 
frigeration. Architects: 
= Joseph & Joseph. Plumbing 
24 and Heating Contractors: 
F P.H.Meyers&Co. Photo by 
Caufield & Shook. 


¥ yi sonal ty Se at ae ae 
er tee et Ulli me mp ee 


ln Temples Old and New 


wrought iron rivals stone and brick in durability 


Jose Mission has successfully withstood the 

onslaught of the elements for over 200 years, 
so Byers Pipe installed in modern buildings will 
continue to serve many future generations. 

The durability of good wrought iron is proven 
by centuries of service, and hundreds of installa- 
tions dating back fifty years or more, testify to 
the rust-defying quality of Byers Pipe. 

Although thoroughly modern methods are 
employed in making Byers Pipe today, the metal 
itself remains the same—the same raw materials 
and the same careful processes have been em- 
ployed continuously in the Byers mills since 


J UST as the wrought iron grill work in the San 


1864, long before steel pipe was known. These 
are the only known methods of producing the 
highest class of genuine wrought iron. 

In comparison with cheaper modern pipe, 
Byers Pipe will last two or three times longer, 
and thus save the owners heavy repair and 
replacement expense. Yet Byers Pipe, installed, 
adds only about 5% to the cost of the average 


pipe system. 4,p for literature 


A. M. BYERS COMPANY 


Established 1864 Pittsburgh, Pa. 
New York Tulsa Rochester Chicago Philadelphia 
Houston Boston Cincinnati Cleveland — eee 
Jacksonville Birmingham 








GENUINE WROUGHT IRON 


Mention Domestic ENGINEERING when writing advertisers. 





- BYERS PIPE : 











September 25, 1926 


ment by Secretary Chas. E. Price of the acceptance by the | 


Michigan Trade Golf Association of the challenge the 
Western Trade Golf Association issued early in the sea- 
son. The Michigan crowd is all set for the match and 
want it at Battle Creek on September 30, where J. A. 
Galloup has made all arrangements. The Chicago asso- 
ciation signified at Glen Oak that it is all ready and a 
motion was passed empowering President Beery to select 
the team for the big day. 

The next and last regular tournament of the season 

will be held at Olympia Fields early in October. 
Gross Hdp. Net Gross Hdp. Net 
Class A R. Cooper, Jr. .100 18 82 

E 


A. Norman, Jr. 78 6 72 Christiansen 87 Guest 
Ned Grimes... 97 Guest John Corboy..104 22 82 
Class B H. Crum, Jr...103 22 81 


F. McCartin...113 17 96 Class D 
IL. J. Pitcher.. 86 13 17 C. R. Elliott..100 26 74 


W. Chenoweth.105 17 88 J. Brunner... .103 300=—s 73 
a al 12 76 C, Presdee 121 30 91 
a. F. Bie ices BS 13 69 M. Feiber.....105 Guest 
Rev. J. Kiely.. 78 Guest W. K. Foskett.104 27 77 
W. J. Hajek... 93 17 76 H. G. Thomas.100 25 75 
J. H. O’Brien. .101 15 86 W. T. Walters.114 30 84 
W. H. Smythe.. 85 12 7 J. C. Matchett.108 27 81 

Class C Wm. Thumm.,102 28 74 
H. W. Evans.. 95 19 76 C. E. Price....118 30 88 
Cc. E. Beery... 97 18 79 E. J. Gossett..101 25 76 
L. G. Hallberg.100 Guest J. Cannon, Jr..113 25 88 
A. B. Martin..111 23 SX T. Monaghan. .108 30 78 
R. V. Sawhill..108 22 86 R. E. Moore 93 25 68 
ae): ae 105 Guest 





USES NEW PLATING PROCESS 

A new method of plating and finishing plumbers’ brass 
goods has been developed, and is now employed in the 
Louisville, Ky., factory of the Standard Sanitary Mfg. Co., 
of Pittsburgh, Pa. The new method which has not yet 
been named, is the result of work by the research engi- 
neers of the company to find a finish similar in appear- 
ance, but more durable, and having other advantages over 
that which the company has been using. 





PERSONAL MENTION 
John Newton Barbee has been appointed architectural 
representative in the Chicago district for the Chicago 
Faucet Company, of Chicago. Mr. Barbee has had twenty 
years of experience in the plumbing field. 
Alphonse A. Adler, consulting engineer, New York City, 
has been selected to take charge of the evening heating 





At the annual convention of the National Pipe & Supplies 
Association, held recently at White Sulphur Springs, W. Va. 
—Top picture, left to right: N. P. Sterne, of Birmingham, 
Ala.; Otto Agricola, of Wetter Pipe Co., Gadsden, Ala. and 
I. W. Rouzer, of Birmingham.—Bottom picture: T. M. Parker, 


Geo. A. Moore and H, Bell, all of Detroit Range Boiler & Steel | 


Barrel Co., Detroit, Mich. 














DOMESTIC ENGINEERING 








THE INCOMPARABLE 
NIEDECKEN MIXER 


PATENTED 


GIVES 


Perfect Control 


Operating the Showers Satisfactorily in the 
Largest Shower Installations in the World. 


NIEDECKEN MIXERS 
Are Practically Everlasting 
Write for Bulletin D-10X 


HOFFMANN & BILLINGS MFG. Co. 


nm 1 Ss. A. 



































The MURDOCK, Jr. 


°8520 


List F. O. B. Indianapolis 


Easier Sales-- 
More Profits 


Good plumbers make more money selling Murdock Automatic 
Water Systems because the superior performance they give is easily 
and convincingly demonstrated——and because thtre is so very little 
service trouble from the simple, strong rotary pump. 

There is a Murdock Automatic Water System for every size of 


home—city or farm. 


Murdock Jr. (175 gal. per hour) $ 85.00 


Model B= (220 gal. per hour) $100.00 
Model C (400 gal. per hour) $125.00 
Model D_ (600 gal. per hour) $150.00 
Model E_ (800 gal. per hour) $250.00 


All models equipped with repulsion-induction motors 


All above prices are list, f. 0. b. Indianapolis 


Murdock deep well pumps—safe, dependable, more efficient. Sizes 
for 28 to 400 feet water lift—200 to 850 gallons per hour. 


Write for full information 


MURDOCK PUMP COMPANY 


former corporate name GURLEY PUMP & MFG. COMPANY 
INDIANAPOLIS 
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and ventilating courses which are to be given by New York 
University, Director H. G Adler is 
well known in the heating and ventilating industries. He 
is a member of the American Society of Heating and Venti- 


Tyler announces. Mr 


lating Engineers, and is a past president of the New York 
City chapter of the society. He is also the author of sev- 
eral papers on heating and ventilating. 

7. ¢. 


ard Sanitary 


treasurer of the Stand 
Pa., 


arrived in 


McKinney, secretary and 


Manufacturing Co., Pittsburgh, accom- 


panied by his wife and daughter, has Los 


Angeles, Calif., for an indefinite stay 

L. A. Fisk, eastern manager for the Chicago Faucet Co., 
New York attended the 
vention of the stationary engineers’ association in Atlantic 
City the week ending September 18 

EK. Norris 
for the Chicago Faucet Co 


with headquarters in City, con- 


Philadelphia 
and the Kenney-Cutting Prod- 


Brown, sales representative in 
has moved his offices from the City Cen- 


201 North Broad 


ucts Corporation 


ter building to Room 8032, street 


Jerry A. Edwards, well known to the trade in the 
Greater New York 
Sloan Valve Co. September 20. Mr. 


from the New 


force of the 
Edwards, will 
Park 
county 
Flush Valve 
with Crane Co. 


district, joined the sales 
who 
York City headquarters at 101 
Westchester 


work 


avenue, will cover the Bronx, and 


He has been employed recently by the Leo 
Co., and was 


and the J. L 


prior to this connection, 
Mott Iron Works 
“Do You Believe in Opportunity?” 

C. W. Wanger, president of the Woodward-Wanger (o., 
of Philadelphia, Pa., has had printed a speech he made be- 
fore several Master The title of 
the pamphlet is, “Do You Believe in Opportunity?” 
ies of the edition are to be distributed 


Plumbers’ Associations. 


Cop- 


ENGINEERING 


September 25, 192 


New Trade Literature 


Stark Automatic Electric Pumps 
The Stark Pump Company, of Detroit, Mich., is distrib 
folder with the title “Stark Automatic Electri 
Basement Drainage.”’ The folder 


uting a 
Pumps for Feonomical 
company's basement drainer, designed to 
from flooded 
nace pits or any place where water collects. 


describes the 
basements, fur 
Specifications 


remove water cess-pools, 


and an illustration are given. 


Barber Patented Jet Gas Burners 
The Cleveland Gas Burner & Appliance Co., of Cleve 
land, Ohio, has issued a folder describing its patented jet 
A number of new burners are illustrated and 
round boiler 
Specifications for round boil 


gas burner. 
the folder also shows a sectional view of a 
with a patented jet burner. 
ers are given, as well as technical descriptions of various 
types of burners. 


“Phoenix Sanitary Fixtures in Clay” 


The Division of the General Ce 


ramics Co., New York City, has just issued its Catalog “B,” 


Sanitary Porcelain 


consisting of 28 pages, printed on highly glazed paper, 
with gold-embossed cover. Bottom-outlet baths, built-in 
shower receptors, urinal stalls, laundry trays, kitchen 


sinks, pedestal and wall-hung lavatories, surgeons’ wash- 


up sinks, and infants’ baths are among the articles listed 


Each page contains two high-grade illustrations. 


“What Does Comfort Mean to You?” 
Under the above title J. S. and J. F. String, Inc., of 
Newark, N. J., have booklet setting forth the 
advantages claimed for Automatic Heat and the Vesta oil 


heating system 


issued a 
































Your most particular 
customer 


will be pleased with 
Hudson Bathtoom Fix- 
tures—and so will you. 
Hudson Brass Works 
manufacture only high 
grade merchandise. 
Prices are low enough 
to give you the edge 
on competition, without 
shaving profits. 


HUDSON BRASS WORKS 


16-20 Nassau Street 
Brooklyn, N. Y. 
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| 
| American Brass Goons UNEQUALLED jor QUALITY ond FINISH 


Large Office Buildings require the best 





Plumbing Jobbers 
L. H. Kurtz Co 
Des Moines, Iowa Architects 
Proudfoot, Rawson & 
Sowers 






Plumbing Contractors 
American Plumbing & Des Moines, lowa 


Heating Co. 
Minneapolis, Minn. | 














THE EQUITABLE BUILDING, Des Moines, Iowa 


| American 


Lavatory Traps and Supplies 
Used in this building 





AMERICAN SA'NITARY MFG. CO. 


ABINGDON, ILLINOIS 
“PLUMBING BRASS GOODS OF QUALITY” 
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From this 


Fine Modern 
Factory— 


comes this beautiful and popular Columbia Lavatory. 
Made of cast iron finished in the finest porcelain enamel 
and furnished with a D pattern bowl, rear outlet. Its 
handsome design will enhance the finest job and its cost 
will appeal to your most economical buyers. This is the 
“Paladin” number C-225-S. 


Made by skilled workmen, plying their craft amid modern surroundings. Up-to-date 
machinery in an excellently lighted factory, run by trained men. These are factors 
which unite to produce these distinguished Columbia products. 


Such durability and beauty can come only from such a factory as the Columbia plant 
shown above. 


Our every effort, every bit of material, every turn of a machine is devoted to the con- 
stant purpose of giving to the trade all that superior manufacturing can give. 


Profit by following the examples of hundreds of others. Give your customers Colum- 
bia products thus assuring satisfaction for yourself and your customers. 


The latest Columbia catalog, showing our complete line 
of Porcelain Enameled Fixtures gladly sent upon request. 


See Our Display at the 
HOME BUILDERS’ EXHIBIT 


441 Lexington Ave., New York City 


JANUFACTURING C2. 
Louvisvitte, Ky. 
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C. 8S. MERSICK & CO, HOLD ANNUAL PICNIC 


The annual outing of the C. S. 
New Haven, Conn., 


Mersick & Company of 


was held on Saturday, September 11, 


at one of the attractive picnic grounds near New Haven 
The married men and single men played their annual 
baseball game which terminated with the married men 


on the long end of an 8 to 4 score. Many of those who 
did not take part in the ball game amused themselves 
playing quoits, in fact, such a large number played that 
it was impossible to decide on the winners. The attention 
of many others was taken up with the initiation into the 





left John Rowe, president; J. F. 


to right: 
Sheppard, honorary president; T, Henry, secretary, and Ernest 
Stepp, vice-president and treasurer, all officers of the Merco 


Top picture, 


Hiram Forbes, Walworth Co.; Frank 
Myers, Ohio Brass Co.; C. Hines and H. Webber, both of C. 8. 
Mersick & Co., and W. E. Stevens, Walworth Co., at the 
annual outing of C. S. Mersick & Co., of New Haven, Conn. 


Club.—Bottom picture: 


“Hunt Club.” After a delicious chicken dinner the 
members of the Merco club adjourned to Talmadge Inn, 
at Short Beach, where Ted Henry and the secretary of 
the club had arranged a mock trial. W. E. Stevens was 
the judge, John Rowe clerk of the court, Hiram Forbes 
bailiff, J. Woods prosecuting attorney and Wallace Osborn 
attorney for the defense. Philip Faherty was the de- 
fendant and he bore up nobly when convicted by the jury 
consisting of J. F. Sheppard, John Kelly and Ernest 
Stepp. 
N. ¥. CHAPTER OF SALESMEN IN MONTHLY MEETING 
The regular monthly meeting of the New York chapter 
of the National Association of Plumbing and Heating 
Salesmen, which was held on September 16 in the Build- 
ing Trades Employers’ Association rooms, New York City, 
was one which brimmed with interest and instructive ad- 





dresses. 

Samuel G. Wetzler, president of the Blue Seal Chemical 
Co., Roselle, N. J., who was the principal speaker, at the 
outset of his talk urged a larger meeting attendance and 
stressed the importance of closer liaison between the man- 
ufacturer, wholesaler, contractor, and consumer. Mr. 
Wetzler emphasized the importance of close co-operation 
between the salesman and the buyer and pointed out the 
need for the manufacturer first thoroughly to sell his 
product to his salesmen so that they will be best equipped 
to complete the contact with the customer. 

William Carmichael, president of the Jersey chapter, 
greeted the salesmen and gave the meeting some side- 


I 
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IMPROVED PACKLESS 
GRADUATED VALVE 





A 





is a handsome nickel plated 
valve with a hard rubber 
handle that is always cool 
The air and water test 
ensures non-leakage 

Try it and be convinced ! 


We will gladly send you 
complete details 








0. E. SPECIALTY MFG. CO. 
10 Keefe Ave, MILWAUKEE, WIS 








UNCONDITIONALLY GUARANTEED 


»> ARROW > 


TRADE MARK 





emma 
AKRZP— 


PNEUMATIC — STORAGE — SPECIAL 


Black or Galvanized 


The Novelty Steam Boiler Works Company 


Clare and Kloman Sts. Baltimore, Md, 





200 Gal. Per Hour Pump 


5 GAL. PRESSURE TANK 


$8950 List F, O. B. Dayton, O. 


Large Discount to Plumbing 
Contractors 

The Uniflow Shallow Well "FRESH 
WATER SYSTEM” equipped with K 
H. P. Repulsion-Induction Motor is 
just the thing for small homes and 
cistern a Get in on this 
* ial offer. Dealers are ordering 
like “Hot-Cakes.” 

Com ete line of Shallow and Deep 
Well Pumps, Water Softeners and 
Septic Tanks. There is a proper size 
for every job. 

rite for “Green Book” 


The Uniflow Pump & Mfg. Co. 
Fifth and Perry Sts. Dayton, Ohio 

















SOLID 
PIPE DIES 


and 
STOCKS 
Improved Design—Cut Like Lathe Tools 


Backed off Chasers made of Alloy Steel 
Write for Free Catalog 


ARMSTRONG BROS. TOOL CO. 
323 N. Francisco Ave. - Chicago, U.S. A. 
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NO MORE FIRES 


NO MORE TROUBLE AND EXPENSE 
FROM SHEET METAL FURNACE PIPES! 


A FAULTLESS CAST IRON PIPE on your heating plant «tli do away 
with the troubles of sheet meta! pipe for all time. Permanent an! sufe 
Not injured by fire, Que cases of dampness. Can be fitted to any furnace 
and cleaned without taking down 4 
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A feal propost- 
tion for energetic 
agentsa— Write! 





Installed in few minutes by any handy man. Save money by writing now 


for deacriptive literature and Spe ial Prices 


FAULTLESS CASTINGS CO., Dept. K, Brazil, Ind. 


FAULTLESS sissict'3 
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Haas 


Flush Valves for use in combination with 
all styles of bowls for all classes of 
service to operate under low or high 
pressure water supply. 


Water Closets for every type or class of 
service. 
Write for catalog. C 


Frost Proof Closets. Direct flush 
Philip Haas Co., Dayton, O. 


or after flushing. 





| 


| 
| 
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M -V B FLUSH VALVE 


No “come-backs”! The only reports the 
plumber hears are good ones when he 
uses exclusively in his work those mate- 
rials which he knows match the excel- 
lence of his own craftsmanship. Un- 
doubtedly, this explains why M-VB 
Closet Tank Fittings are the preference 
of plumbers the nation over who have 
precious reputations to guard. 
e 


Made by 
Morency-Van Buren Mfg. Division, Sturgis, Michigan 
Distributed by The American Pin Co. Division 
Scovill Mfg: Co., Waterbury, Conn. 

















YOUNG 


CENTRIFUGAL VACUUM 
AND BOILER FEED 


Pp i 


Long Lived Pump Element. The Centritugal member of Young 
Pump. runs on full bronze bearings and the shaft is made ot monel 





Supplied in 
Staadard Units 
of Seten Capacities 











metal. Maintenance costs are at a minimum. 
Bulletin No. 5. describing complee line of pumps. will 
: y be mailed on request. 


J. r , 
YOUNG PUMp COMPANY 
DUNHAM BUILD:iNG 
450 East Ohio Street, Chicago 
Im Canada: C. A, Dunham Co., Lid. 
1523-41 Davenport Road, Toronto 











| screen by means of an inlet tube. 
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lights on the importance of the proper functioning of th: 
grievance committee. Mr, Carmichael cited pertinent in 
where the spirit of co-operation prevailed and 
helped both the employer and employe. 

Robert W. Law, of the A. M. Byers Co., gave an in 
structive talk on the manufacture of wrought iron pipe 
with pictures taken at his com 


stances 


conjunction motion 
pany’s plant. 

The “Sales Clinic,”” which is fundamentally a move- 
ment to help salesmen to know better the various products 
which they are selling, was launched at the close of the 
meeting. 

H. L. Chute and R. W. Law, both of A. M. Byers Co.° 
J. L. Hayes, Ruud Mfg. Co.; J. L. Spirak, Mayer Malbir. 
Co.; J. E. Ramage, Domestic Engineering, S. A. Kerrigan 
& Co.; William Mittleman, Cohoes Rolling Mills 
Henry Stein, were admitted as members during 


in 


’ 


Lehnert 
Be 


the evening. 


New Equipment 


Sediment and Hair Interceptor 
A new sediment and hair interceptor has been put on 
the market. The interceptor has been designed especially 
for use with lavatories in barber shops, beauty parlors, 
One of the principal features 


and 


hospitals and residences. 


| claimed is that it prevents hair and foreign matter from 


clogging the waste lines. 

A nickel plated cylinder 
which intercepts all 
free passage of water, comprises the interceptor. 


encasing a conical shaped 
foreign matter but allows a 


A ré 


screen 





—_ INLET 










OUTLET 


FILTER SCREEN 











movable plug in the bottom of the cylinder facilitates 
cleaning the screen, only a few minutes being required for 
this operation, according to the inventor. 

The new interceptor is installed in place of a regulation 
trap. The inlet for waste is at the top, and the outlet is 
on the side near the top. The waste matter is conducted 
to the bottom of the interceptor, inside of the conical 
The water then flows 
out through the outlet, but the foreign matter is caught 


by the screen. The interceptor is patented. 
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Suspended high over rivers and canyons, highways of 
steel and stone ‘successfully overcome great natural 
| obstacles—gaps that hinder progress from one center 
to another. They are built when the demand for rapid, 
positive communication becomes imperative. 
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This paper is a bridge on the highway of business, 
created by insistant demand for news and ideas. It 
establishes a direct route—a positive means for the 
intercommunication of ideas between the scattered 
branches of your trade. 


Being direct, it assures rapid distribution of ideas, a 
means for keeping abreast of developments. Being a 
member of the A. B. P., it guarantees you the best, 

most reliable information both editorially and in the \ 
advertisements which it carries. 








Take the shortest and best route to up-to-the-nfinute 
news. This A. B. P. paper leaves no gap in supplying 
information which is helpful to you in the conduct of 
your business. 


THE ASSOCIATED BUSINESS PAPERS, Inc. 
Executive Offices: 220 West 42nd St., New York, N. Y. 





























An association of none but qualified publications reaching the principal 
fields of trade and industry. | 






































DOMESTIC ENGINEERING is a member of the A. B. P. 
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The 
“NIP-L” Boiler Stand 


(Adjustable in height) 


gives YOu 


ExaActTLy WuHat You Want! 


WE SUPPLY : 


RING— Regular Lockwood Type, 12’, ! 
14” and 16’ sizes. 








YOKE and BASE Tapped Ys. =. 
Thread. 
YOU SUPPLY: 


NIPPLE—1" Pipe—8" less than 
height desired. 

















_ - - ee A nipple, 1334” long, 
Plain Black :: Galvanized cee and tae 


FOUNDRY & MANUFACTURING CO 


RICHMOND, VIRGINIA 


Aluminum Painted 




















A close nipple, makes /p 
stand 914” high. SS 











Mention Domestic ENGINEERING when writing advertisers. 
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Questions and Answers 


‘now TO SOUND PROOF A BOOSTER PUMP 
Editor, “Domestic Engineering’’:--What is the best 
method of sound proofing a booster pump and motor to 
prevent the sound from reaching the rooms above? 
Illinois. e, 1G 


To sound proof a booster pump and motor to prevent 
the sound from reaching the floors above we suggest the 
following procedure. Build box around the motor, or still 
better, around the entire pump, with an air space of not 
more than 6 inches on all sides, and line this box with soft 
felt on the inside. This felt should be left loose and nailed 
to strips on the inside of the box, leaving an air space 
between the box and the felt. After one layer has been 
put on, another layer may be placed on top of the first one, 
with strips between the two layers. This will provide an 
additional air space. The bottom of the box or the frame 
should also be lined with felt. 

The suction and discharge line from and to the pump 
should be cut, and a piece of hose inserted to prevent the 
sound from traveling upward through these pipes. Felt 
has great sound proofing qualities. 


Convention Dates 


September 28, 29, 30, and October 1.—The annual meet- 
ing of the American Society of Sanitary Engineering, at 
Washington, D. C., with headquarters at the Lee House. 

October 11-15.—The eighth annual convention of the Amer- 
ican Gas Association, at Atlantic City, N. J. 

October 13 and 14.—Fall meeting of the Eastern Supply As- 
sociation, at Hotel Astor, New York City. 













inventors and originators). 
desired. 


CHICAGO 
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wn 


October 20 and 21.—Fall meeting of the Central Supply As- 
sociation, at Hotel Sherman, Chfcago. 

November 11 and 12.—The sixth annual Conference of Ad- 
vertising and Sales Managers, at Palmer House, Chicago. 

December 6 to 11.—Annual Power Show, at the Grand 
Central Palace, Lexington avenue, New York City 

January 8, 1927.—The general conference of the presidents 
and secretaries of the local master plumbers’ associations in 
California, at the Master Plumbers’ hall, Fresno, Calif 

April 5, 6 and 7, 1927.—-The annual convention of the Amer- 
ican Oil Burner Association, at Buffalo, N. Y. 

May 17 and 18, 1927.—The annual convention of the Penn- 
Sylvania State Association of Master Plumbers, at Harris- 
burg, Pa., with headquarters at the Penn Harris Hotel. 


Outings, Pienics and Golf Tournaments 
October 15.—Monthly golf tournament of the Plumbing Con- 
tractors’ Association of Chicago, at Olympia Fields Golf Club. 


The Property Statement 


(Continued from Page 20) 

This form, as one can readily see, is something a dis 
honest man would hesitate to fill out The honest man, 
however, is quite ready to go on record and has no fear 
of a criminal prosecution. Many crooks do use the 
financial statement as a means of hoodwinking concerns 
with merchandise to sell, that is why direct interchange 
methods and credit interchange bureaus are necessary in 
checking up the accuracy of financial statements. The 
interchange bureau can frequently uncover the past per- 
formances of the man who submits a dishonest financial 
statement. Sometimes he issues a statement that is ac 
curate in every detail. Such a statement on its face may 
warrant the consignment of thousands of dollars worth 
of merchandise. But, if he has a past record of fraudulent 
conduct. he is not, of course, a good risk. 








The 
Product 


with a 


10 Year 
Guarantee! 


That’s SNO-WITE Bathroom 
Trimmings. They carry this 
long-time guarantee against 
chipping, discoloration, rust or 


deterioration. Conditions that have proven most trying to other fixtures have left SNO-WITE 
unaffected—such conditions as hard usage, salt air, etc. 


The superior finish used, Porcelain Enamel on cast iron, is an everlasting one (of which we are the 
We can match any color of tile and will make up special colors when 


Write for catalog showing our complete line. 


American Enameled Products Co. 






ILLINOIS 
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The new “‘Rainbow’’ is now fitted with 


NowoB 


BASIN FAUCETS 


PATENTED OCT. 20, 1928 

















~2- 
D-477 ‘NEW MODEL” 

A decided improvement that makes them practically everlasting. 

The Basin faucets have bronze removable seats, hard vulcanized Rubber 
Seat Washers, non-rising, stem-direct pressure. “Principal” of stem, against 
seats, no grinding or twisting and very smooth working. The body of the 
faucet is nol threaded fo engage the stem and (outside of the Bronze Re- 
movable Seat) the body of these faucets are absolutely everlasting. 

Removable seats will be appreciated by users and in the ‘‘NOWOB' 
construction not only the seat but all wearing parts are renewable. 

Rainbow fixtures have always been in demand—the ‘‘NOWOB”’ con- 


struction makes them better than ever. 
LIST PRICE $18.00 each Write your jobber for prices 
STREET & KENT MFG. CO. 


1954-64 Clybourn Avenue CHICAGO, ILL, 
Manufacturers in Chicago since 1888 








BENEATH 
THE 
OUTER 
WALLS 


of a 












Boiler makers 
Sor over 
60 years 








there are features which 
mean a great deal to 
the satisfection of the 
owner. PLUMBERS 
who recommend this 
boiler either for furn- 
ishing a constant sup- 
ply of hot water for 


schools, hospitals, 

apartment build- 

ings, ie or as a 

: heater for bungalows, 

aate tal ox garages, stores or 
24 hours. te ge ear gees will 
nd that many repeat 

oo orders will result be- 


cause of the extreme 


Uses low priced satisfaction it gives. 


coal. , Send for , 
Plumbers’ Specia 
oe Catalog and 
Prices 
Hot water sup- 
ply is constant S W I L K S 
cos . 
Manufacturing 
Capacities 40 
to 1,400 gallons Company 
per hour. Established 1857 
oe 3521 Shields Ave. 
CHICAGO, ILLINOIS 
Heating 200 to E. W. Sedgwick, Pres. 
1,200 square H. M. Sedgwick, 
feet. Secretary and Treasurer 
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Ventilating a London Theater 


(Continued from Page 19) 


and sky effects with moving clouds can be projected onto 
the canvas, building up the most wonderful color picture 
effects. 

The exterior of the theater is flooded with lights after 
in, and stream of water runs down 


darkness has set a 


| over the whole of the dome, which is finished in green, 























| September 7, 


blue and gold mosaics. The effect of a flood light on this 


—— 


— 
( 
\ 


— 











Pip-up chair with mushroom pattern air inlet under it, de- 
livering 1,000 cubic feet of warm fresh air every hour 


reature gives a very striking and brilliant glistening 
effect. 
In the royal circle a secret entrance is provided to 


enable royalty or notable visitors to gain access to or 
leave the auditorium without undue observation, but no- 
where could the comfort of the general public be more 
carefully studied, or as the manager was heard to say 
to a prospective lady usher, ‘‘You will wear a uniform, 
but your position is in no way menial. People entering 
the theater are your guests, and you are their hostess, 
to welcome them, and administer to their comforts and 
entertainment.” 

This of the whole system on which this 


is typical 


| newest cinema theater is run. 


INDIANAPOLIS MASTER PLUMBERS TO ENTERTAIN 
INDIANA SOCIETY AT NEXT CONVENTION 

On Monday evening, August 23, the Indianapolis, Ind., 

Master Plumbers’ held its monthly meeting 

and unanimously elected to entertain the state association 


Association 


at the 1927 convention next March. The Indianapolis 
local accepted the convention, partly in response to a 


challenge issued by the Gary association, which promised 
to stage a record-breaking convention the following year 








Bettis of the St. Louis office of the Greenfield 
Corp., Greenfield, died in Chicago 
in his thirty-eighth year. 


Fred R. 


Tap & Die Mass., 
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AUTOMATIC SWITCH 
CONTROLLER TUBE 
TO switcr 


PISTON ROD 
STUFFING BOX GLAND 


AIR CHAMBER 
DISCHARGE VALVES) peime PLUG 
, AND SEATS 
LEATHER BELT BRONZE PISTON 
BRASS LINED 
CYLINDER 
VACUUM 


DOUBLE BEARING _ : CHAMBER 
ECCENTRIC SHAFT 


CONNECTING ROD 


AIR INTAKE 
CRANK CASE AND J 4 ; VALVE 
OIL RESERVOIR 


BRASS SUCTIO! 
STRAINER/ 


RETURN OIL CHANNEL SUCTION VALVES DRAIN PLUGS —| PLUG —— 


CUP LEATHERS AND SEATS UNION TUBE AND NUT 


Construction 
assuring 


Satisfaction! 


HE DEMING “MARVEL” Electric Water System is bui/t 
right! Examine every detail of its constfuction and you will be 
convinced of the truth of that statement. 





The “MARVEL” is practically noiseless in operation and automatic 
in every respect. The water end is separate from and bolted to the 
power end. Cylinder heads are interchangeable front and rear, which 
permits reversing the water end and taking the suction and discharge 
connections from either side. The vacuum chamber is fitted with a per- 
forated brass strainer, which may be removed for cleaning by unscrew- 
ing from the botton of the vacuum chamber. 


Send for “‘Catalog G’’ containing a complete description of the ““MAR- 
VEL” and other popular Deming Pumps and Water Supply Systems. 


Complete information pertaining to your opportunities in selling 
Deming Products will be sent upon request. 





The Deming 
‘“MARVEL’’ 


Deming ‘Marvel’ Electric Water 


Systems include two sizes of pumps 

240 and 450 gallons per hour 
capacity and three sizes of tanks 
15, 53 and 120 gallons capacity. 


Equipment specifications include: 
(1) The ‘Marvel’ pump, with 
electric motor, flat leather belt, 
spring belt tighcener, air valve, 
vacuum chamber and automatic 
switch. (2) Galvanized steel tank. 
(3) Pressure gauge. (4) Water 
gauge. (5) Relief valve. (6) Fresh 
water outlet. (7) Pipe fittings to 
connect between pump and tank. 
(8) Cast iron sub-base or floor- 
plate. 


THE DEMING CO., Established 1880, Salem, Ohio 


DISTRIBUTORS: 
AKRON, O The Mill & Mine Supply Co. RICHMOND, V 
BALTIMORE, MD. .Southern Supply Co. MINNEAPOLIS, MINN. 
CHICAGO, ILL. . .Henion & Hubbell NEW YORK, ¥. . 
DENVER, COLO... Hendrie & Bolthoff Mfg. & Su ly Co. ST TSOURGH, PA. 


LOUISVILLE, KY. aib Co. SAN FRANCISCO, CAL... 
EL PASO, TEX” Momsen-Dunnegan & Ryan Co. 















Deming Power 
Pumps Include 
Triplex Power Pumps 


Centrifugal and 
Rotary Pumps 


Deep Well Working 
Heads 






Hydro-Pneumatic 
Water Systems 
Horizontal Double- 
Acting Power Pumps 













Sydnor Pump & Well Co. 

, Central Supply Co 
, Ralph B. Carter Co 
Harris Pump & Supply Co. 
Crane Company 





Deming Hand 
Pumps Include 


Pitcher Spout and 
Cistern Lift Pumps 


Set Length Lift and 
» Force Pumps 


Well and-Windmill 
Pump Standards 


Spray Pumps for all 
purposes . 
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Ferrules 


When you order ferrules you cannot do 
better than specify MIDLAND Ferrules 
of good red brass. They are machined 
to a close gauge, free from defects and 
are guaranteed perfect in every respect. 


MIDLAND 


Ferrules 





are used by leading plumbers all over the 
country on their most important jobs. 
We make them in all star dard patterns 


and sizes-straight, bend, flared end and 
reducing. Every one is 


as good as 
ferrules can 


be made 


And, don’t forget MIDLAND Roof Flash- 
ings, especially the ORIGINAL one-piece- 
all-lead flashing with the yellow label. 
It makes a neat, water-tight job every 


time, with the minimum of labor. 


Ask Your Jobber 














MIDLAND METAL MFG. COMPANY 


KANSAS CITY, MO. *NEWARK, N. J. 


*Newark plant manufactures Roof Flashings only 
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THE TRADE 


WITH MASTER PLUMBERS AND HEATING CONTRACTORS 











BRONX MASTER PLUMBERS HOLD [IDEAL OUTING Carlson eae Kline c 
; 2 Fox 2 icacee Ochs p 
September 15 may have been an ideal day in many sec- - - ; ' 
» nusual interest as anifested in the races iver 
tions of the country, but for the members of the Bronx -™ — ” , mAmITON heen ” seh 
one was either a participant or a spectator A potato race 


Master Plumbers’ Association it was more than ideal 

it was a glorious day in every sense of the word, because 
on that day the members of this organization held their 
annual outing and clam bake at Karatsonyi’s Resort, 


for ladies, won by Mrs. H. C. Oswald, for which she re 
ceived a silk parasol, afforded even more excitement than 
that for the men Joseph O'Brien was awarded a thermos 


; bottle for demonstrating just how potatoes should be han 
Glenwood, L. I. 


There was an abundance of every requisite to make an 
affair of this character one that will be recollected for 
many years by the men and women who were present. 
Field sports, music, dancing, delicious food and refresh- 
ments, combined with jovial good fellowship made the three legged race. Thomas Murphy and Joseph O’Brien 
day one of general enjoyment. The ball game, as is the 
custom, was won from the salesmen by the master plumb- 
ers with a score of 13 to 7. It was a corking good game, 
and the teams were well matched. The teams opposed 


dled in this sort of competition Mrs. R. W. Lyons was 
presented with a beautiful beaded bag for proving to be 
fleetest while balancing a potato on a spoon 

Fountain pens were the awards to the winners in the 


won this event and Tony Platt showed the crowd and a 
dozen or more opponents how to run backwards. He was 
given a specialty kit. Jacob Stockinger, president of the 
Queens association, while not excessively fat was given 


. ‘ M a shower bath fixture for winning a race in whic stout 
each other as follows with Gus Schwartz calling the balls ei : ss eaebadci ch stou 


a " . te i c fesse y é rells Por rj 
and strikes and L. A. Segal as the official scorer: men competed, and Kessel got an umbrella for win 


ning the 100-yard dash. Mrs. C. E. Little, a bride of 


Salesmen Plumbers P . 
SEES TR en ne a 3b Rail ty 9, almost a whole month, was presented with an electric per- 
FE EE Te er eee rf 0 ere oa rf colator as a door prize. Practically all the prizes were 
Foster 2... cece ceeeeeeens Ib Arnone Stee ee ee eseoes lb furnished by the Bronx Association. 
seca RSA eee Siss aga sn'e's os =e cro evecerecesoeess ~ Chairman Fred Schmalstich with the aid of Woodward 
MAID cates Bids otienea Fak If Thompson ..--++s++c+e+e if Ebner, Tony Platt, Al Beyrodt, Stephen H. Welch, C. W. 
ne Eee ew ee Sera eee cf Midas, on oS Bee sae cf Kirchhof, and Thomas Mullins did an admirable job in 











Group photograph of those attending the annual outing of the Bronx Master Plumbers’ Association, held at Karatsonyl’s 
Park, Glen Cove, Long Island 
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arranging the affair Many notables in the fraternity 


were present, among them Past National President Frank 


Fee, Past State Presidents William J. Flynn, commis- 
sioner of public works; B. Joseph O’Donnell, now of 
the Trade Extension Bureau, and M. J. Kennedy, and 


State President Stephen H. Welch. 


LEBANON MASTER PLUMBERS HOLD PICNIC AT 
PENRYN PARK 

The annual picnic of the Lebanon master plumbers and 

journeymen, their wives and families was held in a beau- 

tiful Park, hills of 


Pennsylvania, on Saturday, September 11. 


spot, Penryn near Lebanon, in the 

The day was ideal for an outing and early in the morn- 
ing autos were seen leaving Lebanon with running boards 
loaded with picnic baskets Everyone was all ready for 
the big day. 

W. G. Reinhard, President R. M 
Gerbenick hand to receive all the 
perties and to set everything in readiness for the day. 


kept meeting old 


Kilmoyer and Geo. H 


were on incoming 


In the morning everyone was busy 





Reinhard; W. 8. Johns, 
plumber; C. A. Boughter, R. L. 
Schreiber, J. R. Kileser, G. W. Schreiber, W. 0. Mathews; 
R. M. Kilmoyer, president; W. B. Altenderfer, and George H. 
Gerberich, all members of the Lebanon association.—Bottom 
H. G. Powell, D. E. Powell and R. H. Powell, all of 
Lancaster, Pa.—Bottom row, right: S. M. Washabaugh of 
Spencer Heater Co., R. Peel of Wolverine Brass Works, and 
W. T. Casey of Joseph A. Vogel Co., at the annual outing of 
the Lebanon (Pa.) Master Plumbers’ Association 


Top picture, left to right: W. G. 


Lebanon's first master 


row, left: 


friends and busying themselves in numerous ways. Around 
noon all went to the lunch tables and enjoyed a real picnic 
lunch. Later on, races were held for the children, who 
participated with their A ball game 
next in order and the master plumbers told the journey- 
men to get their best team on the field and be prepared 


usual energy. wag 


for a lacing, and a lacing they gave them to the tune 
of 12 to 1. 
W. O. Mathews umpired the game and showed some 


fine judgment on strikes, while Kilmoyer, Geberich and 
Ralph Schrieber played snappy ball for the masters. 

W. S. Johns, the first plumber in Lebanon, was present 
and despite his 61 in the business took an active 
part, as did his old friend, John Schrieber who has 50 
years in the business to his credit. 

Mr. Johns was presented with a smoking set on behalf 
President Kilmoyer 


years 


of the Lebanon master plumbers, 


making the presentation address. 
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Plumbing Inspector David Powell of Lancaster and his 
family drove over from Lancaster and enjoyed the day. 
The ladies were quite interested spectators at the ball 
game and cheered at many of the brilliant plays. 

Balloons, whistles, candy were distributed to the kiddies 
and balloons and caps to everyone on the grounds. There 
were penny hunts and peanut scrambles for the kiddies, 
followed by the first contest, a bear race for boys. John 
Kreider was the winner and he was presented with a set 
Other winners in the events and prizes 
Balloon blowing contest for girls, beads, 
balloon contest for kiddies, toy autos, 
Betty Kilmoyer and George McGovern; balloon blowing 
Mrs. LeRoy Evans; nail 
boudoir lamp, Mrs. George 
contest for men, smoking cabinet, 
Billingham; doughnut eating, for boys, fountain 
pen and pencil set, Richard Schreiber; doughnut eating, 
for men, wrench, J. Daubert; needle threading contest for 
men, wrench, Ed. Douple; walking race for girls, vanity 


of pencils. 
awarded were: 
Pauline Schreiber; 
for ladies, guest towel, 
driving contest for 
Gerberich; smoking 


contest 
ladies, 


Krause 


case and handkerchief, Ethel Kreider; walking race for 
ladies slim and plump, Mrs. Ralph Schreiber, covered 
cheese dish; Mrs. William Evans, shower hose; walking 


race for boys, pencil, John Kreider; race for men, Ralph 
Peel, Harrisburg, mole skin wiping cloths; running con- 
test for boys, baseball glove, Charles Peel; running con- 
test for girls old and young, May Gerberich, wash rag case; 
Miriam Stroh, book; running contest for ladies slim and 
plump, Mrs. Walter Smith, kitchen apron. 

After a march to the ball diamond in the afternoon, the 
ladies and men engaged in a tug of war, which the women 
won. Ladies were presented with lolly-pops and 
the men with cigars. 

There was a potato throwing contest for ladies and girls 
on the ball diamond which May Gerberich and Mrs. LeRoy 
They each received a box of stationery. 

Around 5 p.m. the people started to leave, tired out 
from all the activities and all much pleased with every- 
thing Credit must go to William Evans, Jr., plumbing 
inspector of York, for the way everything was carried out. 


nearly 


Evans won. 


CHICAGO PLUMBERS VS. COLONEL BOGEY 

Dripping skies and a cold, gray day were not sufficient 
to kill the golf bug in thirty-five Chicago master plumb- 
ery’ Wednesday, September 15, when the fifth tournament 
of the year was held at Mid-City Golf Club in that city. 
In spite of the fact that a soggy week had preceded that 
date, the turnout was more than satisfactory for the 
weather on hand, and those hardy golfers who braved the 
elements had a lot of fun on the dripping greens and fair- 
ways. 

The scores did not seem to suffer unduly, either, as good 
ones were turned in for such a sporty course as Mid-City 
offers. Elmer J. Sanger and John M. Corboy tied for first 
place and the Martin Cup, each turning in a net 78. This 
tie will be played off at the next tournament. 

Elmer J. Sanger’s 78 entitled him to first prize in Class 
A, second and third prizes being awarded to H. P. Reger 
and A. G. Peterson, respectively, with nets of 79 and 84. 
In Class B, John M. Corboy won first prize. W. F. Knauss 
was second with a net 92, while a net 98 won third prize 
for Jos. W. Cannon. W. J. Sievert won the first prize in 
Class C with a net 79, and Chas. Haigh followed with a 
net 95. Third prize was won by G. F. Winkler with a net 
99. Of the guests, R. C. Flinder’s net 72 proved the best 
He was seconded by F. R. Fabbri, who made a net 78 
A. H. Jolliffe was third with a net 83. W. H. Reynolds 
won the Blind Bogey prize in Class A, and C. E. Beery in 


Class B. (Continued on Page 83) 
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Handle the Brand 
that’s at the Top— 


The Whale-bone-ite Seat, supreme 





in the building field, is now being 
demanded by home-owners. Mil- 
lions will read advertisements of 
this seat in the leading magazines. 


VERY alert plumbing contractor knows that it’s worth 

while to handle the quality article in any field where 
quality counts. It pays him both in profit and prestige to 
handle the line that’s at the top. 
In the toilet seat field, one seat has made a reputation for 
quality above all others. That seat is the Whale-bone- ite. 
The finest public buildings everywhere are equipped with it. 
This is due to one fact; the Whale-bone-ite Seat is built to 
last a lifetime. 
The national advertising of the Whale-bone-ite Seat which is 
now appearing in the leading magazines is creating a remark- 
able opportunity for plumbing contractors. By becoming dis- 
tributors for Whale-bone-ite, you may attract the profitable 


Grinding heels business which residential installations of Whale-bone-ite 


will bring. 
have no effect We are supplying plumbing contractors who send their names 
to us with inquiries received from interested consumers in 
HILDREN'’S feet, scouring powders, _ adopted the Whale bone-ite Seat. Itis used 
4 the hard knocks of everyday use soon on the & S. Leviathan, on the luxurious their communities. Send your name now, using the convenient 





hwo! 
TY 


Jestroy the surface of the ordinary we poner Pullman cars... wherever durability is a 

tolles gout. Bustnow aecachesbecn developed prime factot, yer beauty demanded, t coupon below, and we will supply you with these as received 
vhich i nent and lastingly beautiful The Whale-bone-ite Seat is jet black. It he 

SOL id tak Wicinde of Whale. titan we bea fety danny baheinetn. Abchd and also with advertising helps from time to time. 







bone-ite, a brilliantly smooth substance mold 
edinto one piece under tremendous pressure, 
Whale-bone-ite resists the hard usage to 
which a toilet seat is sub- 
jected in everyday use. It is 
absolutely sanitary. Nojoints 


Ask your jobber 
Also get in touch with your jobber and learn 


Cross-Section of 


heeled plop Whale-bone-ite Seat, FREE from him full details of the Whale-bone- ite 
Fal oll on 0 ito issies asomertriatd proposition. Have him send you a Whale-bone- 
without losing its glistening predate er ite Seat so that you can display it, talk it, sell 
fe crahegeactiean Wiels hone-itn Sask: (ie it to the folks in your locality. Bat first send 
schoolsandother fine build: rooms. Both us the coupon, filled in. No obligation, of course. 


ings everywhere have 


WHALE-BONE TIE S28! WHALE-BONE-ITE 2235 








Fe ee ee etre. Wheletone 823 S, Wabash THE BRUNSWICK-BALKE-COLLEN DER COMPANY: CHICAGO 
am ; ae es FILL IN, CLIP AND MAIL TODAY 








| Dept. 41, Whale-bone-ite Division 
THE BRUNSWICK-BALKE-COLLENDER C9. 
623 South Wabash Avenue, Chicago 


Please put me on your mailing list to receive inquiries coming from 


! 

i 

i 

! 

i 

This advertisement appeared in July issues m ' 
my city and other advertising helps which you may issue. I understand 1} 
1 

! 

j 

' 

! 

i] 

' 

! 

' 


of House Beautiful and House & Garden 
and will be published in the August issue 
of Good Housekeeping. 


there is no obligation. 
|” Soe siakedaceethgeiantndecasoratgan a 
FS RE rtrd Oe SN OL ooo DE* ht Oe OE ae 


City... ee ane Re ee State 
D.E.— 0-26 


Mention Domestic ENGINEERING when writing advertisers. 
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STA PAI 


Hot Water 

























Examine closely the illustration on this page. Here is a real 
hot water valve of the packless type, a valve that will help 


é you maintain your reputation for quality work at reasonable 
— prices. 
—_—v 
_— STA-PAK valves never need re-packing, a new Capitol 
—= — product of unusual merit. Don’t be content until you see 
—— | This is one of these new valves and learn how extremely low they are 
ro No. 24 priced—Capitol quality at a price that allows you a very fair 
profit. 


Send for descriptive circular of complete STA-PAK line 
which includes regular, modulating and corner steam valves— 
remember, no STA-PAK valve ever needs re-packing. 


ir 8 


JOBBERS 
STA-PAK VALVES 


are new and different—a high 
quality valve at a price that is 
bringing real volume orders. 
Write or wire for details. 





CAPITOL BRASS WORKS 


MANUFACTURERS OF BRASS VALVES, BOILER TRIMMINGS AND PLUMBERS' BRASS GOODS 


2300 Franklin Street 


=—DETROIT, MICh=S= 
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H. P. Reger, chairman of the Golf committee, presided JERSEY CITY MASTER PLUMBERS ENJOY 
at the meeting after the dinner and awarded the prizes. SUCCESSFUL OUTING 
After a great deal of discussion concerning the place of the The Master Plumbers’ Association of Jersey City, N. J 
next meet, it was decided to finish up the year by playing held its annual outing at Richfield, N. J., on Saturday, 
one of the famous Olympia Fields courses. This meet will September 11 Apparently the weather man had been 
. » sdav . , 9 ; , : . ; 
he held Tuesday, October 19. bribed by Valentine Ringle and his committee on arrange 
The scorekeeper’s record follows herewith: ments, for a splendid day greeted the big crowd that 
Name Out It Gross Hdep. Net on , , 
. x; » : . Be : er turned out This association is one of the few in the east 
OC. BOF. s5oss 53 52 105 17 88 
&. J. Benning .... 72 76 148 40 10g this year that has had good outing weather 
w. J. Big ... 67 66 133 22 111 The Jersey City masters like to have their wives and 
Jos. W, Cannon . 60 61 121 23 98 kiddies along, and it was a jolly mixed crowd which gath- 
li, A. Clauson 64 58 122 28 94 P , a 
: : a ered on the sidelines to watch the traditional baseball 
J. M. Corboy . 4s 48 96 18 78 ; 
C. A. Dreier . 60 + 118 19 99 game As is usual, the salesmen proved to be no match 
W. S. Eadie ... 66 72 138 $1 107 for the masters in baseball, the score standing 10-0 in 
F. R. Fabbri .... o4 50 104 26 78 favor of the plumbers at the finish, despite the fact that 
J. T. Fitzsimmons 9 52 111 22 89 ; : Steory. ili ‘ tl eed Wi , . 
1 5 tian 3. 53 50 103 17 86 a salesman, larry auman of the est Manufacturing 
BR: C. Fituder.... , ae 43 86 14 72 Co., acted as umpire. The lineups: 
Chas. Haigh . ; 66 59 125 30 95 Masters (10) Salesmen (0) 
C. D. Barre «6 . 6% 74 142 38 104 Gilligan ' Maddux ib 
KE. C. Hoelscher 53 56 109 23 86 Wasserman p Green zh 
Paul Jacoby . 8 . ; 64 70 134 23 105 Krohn tb Krueger if 
A. H. Jolliffe ....... o1 49 100 17 83 Gaurine 2b Van Dusen 
W. F. Knauss ... oe . 56 65 121 29 92 Helier 2b Tesch p 
Fe Pe” | Sere err eee , 56 59 115 30 85 Steinberg an Wailer 7h 
d.. Yi TAGE. 6 cae ks ; she . 68 57 115 23 92 MeIntyre Sate BRredehoft rf 
Jj. M. McMahon ‘ 55 2 107 14 93 Cohendent ef Rovle cf 
K. MacKenzie .... , 56 53 109 19 90 Siebert rf Blaumar ‘ 
J. S. Mac Kenzie 2 19 101 15 86 H —— Tmt 
P BL Munn ... 67 69 136 20 106 irry mAaumMman mpire 
H. O'Callaghan 4s 47 95 5 90 There were games for men, women and children, for 
KE. W. Payne ... <a ee we 13 os instance, the balloon race for women, which Mrs. J. Kull 
A. G. Peterson .. , —- » & 47 96 12 84 . 3} : ived Soe. ee ror her fl as I 
HP, Reser ...... 17 49 96 17 79 won She rece ne a vanity case for her fleetness t 
W. H. Reynolds 1. 50 51 101 17 gg Bing proved the fastest man over a 100-yard distance, a 
EK. J. Sanger ...... ; 4 465 90 12 78 pen and pencil combination being his prize New silk 
W. J. Sievert 56 o3 109 30 79s stockings were carried home by Doris Lundberg, for win- 
KF. Wagner ... , . 69 69 138 45 93 tl ladi ea . dosl K tl " 
pe . " © z » ladies & yar ash. for > rer 3 Ts 
C. A. Wateon . 7() 14 144 27 117 ning 1€ Agd1eSs oO yard dasn or 1e younger members 
G. F. Winkler : .. 64 65 129 30 99 of the fair sex, a 25-yard dash was scheduled, Dorothy 


I tell you * \. 


é 11 CA ber ~ and 
MW Ref ‘Deep Water Seal ~ in the 


Silent. 


CAMDEN POTTERY CO. CAMDEN N. J. 
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Sharrock proving the fastest and winning a silver pencil. 

A boy scout knife was the prize for the fastest boy in a 
25-yard race, and keen competition resulted, Martin Edge 
winning the coveted article. Then a specialty race—the 
wheelbarrow—was captured by William Krueger, this 
salesman getting a fountain pen donated by Charles Wer- 
ner. Again R. Bing broke into the winners’ column when 
Linder three- 
legged race, each taking a vacuum bottle. Alfred Hoffman 
of Verona broke into print, fame and fortune by winning 
the frankfurter contest. 

That difficult peanut race for ladies, next on the bill, 
Fellerman, who was rewarded with a pair 


he teamed up with George and won the 


went to Mrs. L 
of handkerchiefs, then H. Fuller proved himself adept at 
running backward, winning that race and a safety razor 
The salesmen had 
the loss of the baseball game by capturing the broom polo 


hopes of redeeming themselves for 


contest, but, although their resistance was more spirited 
than in the ball game, they had to admit defeat, 4-3. The 
line-up: 


Plambers Salesmen 

Wasserman, Tesch, 

Schleich, Krueger, 

Edge, Van Dusen, 
Krohne, Jaeger, 

Brennan, Maddux, 
Mulholland Fuller. 

Referee—Alfred Hoffman 


There were also other prizes for master plumbers, sales 
men and ladies. Elsie Hildebrandt won a hand bag, and 
Mrs. J. E. Lundberg won a foot warmer, while M. J. Edge 
took an Edward Noonan of R. J. Letcher 


Co. won the salesmen’s prize of a new hat 


umbrella, and 


Of course there was a big feed, with music from a good 
orchestra. Chairman Ringle’s assistants on the entertain- 


ment committee were James T. Brennan, Joseph A. Sprouls, 
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John J. Corcoran, Henry A. Cohendet, William F. Bailey, 
Valentine F. Werner, William Schoenfelder, Abraham M 
Aronson, Joseph Benedetto and John T. Edge, ex-officio. 


LOUISVILLE MASTER PLUMBERS’ ANNUAL OUTING 


The Master Plumbers’ Association of Louisville, Ky., 
held an afternoon and evening outing at Grote’s Park, on 
street road, in the county, on Thursday, 
September 16. Most of the sixty-two members of the 
organization were present, along with their families and 
friends, resulting in a crowd of about 200. Business was 
the afternoon and evening given over to 
fun There were races, games, horse-shoe pitching and 


the Kighteenth 


forgotten and 


other events, plus a big chicken dinner. 

The entertainment committee composed of Ollie Dusch, 
Robert Lair, Oscar Light and Lee Rosenfeld, handled ar- 
rangements well, and weather made the outing a 
big success. George Schardein, president; Fonda Bosemer, 
vice-president, and George Roser, secretary, took an active 
part in the affair. 


good 


NEW OFFICERS ELECTED AND NAME CHANGED 

At the monthly meeting of the Orange County Master 
Plumbers’ Association of California the name of the organ- 
North Orange County Asso- 
ciation, and new officers were elected. The new official 
board is as follows: President, A. R. Burns, of Brea; vice- 
president, H. H. Armbrust, of Anaheim; secretary, Harold 
A. Wyman, of Anaheim; treasurer, George Frazee, of 
Fullerton. The North Orange association will include 
plumbers in Santa Ana, Buena Park, Anaheim, Fullerton, 
Linda, and Brea. Practically, the asso- 
100 per cent membership from the 


ization was changed to the 


Placentia, Yorba 
ciation includes a 


towns listed and is quite active. 





Reduce That Enormous Coal Bill 
Use a Chicago “Sure Return’ 


requires less attention than any other on the 
market. 


Chicago Pump Company’s ‘Sure Return’”’ Con- 
densation Pump and Receiver units are designed 
to take the returns from 
the radiation and pump 
it back to the boiler hot. 
The result is a quickened 
circulation that greatly 
increases the efficiency 
of the heating plant, 
thus effecting a great 
saving in the coal bill. 


It is electrically driven and 
automatic in operation. 
All parts in this unit are 
of the highest grade ob- 
tainable and are standard 
and interchangeable. 


It is more compact, takes up less floor space, and 





For pressures up to 10 lbs. and capa- 
cities up to 10,000 
square feet of direct 
radiation this unit is 
unequaled. 


Quantity product on 
manufacture makes the 
Chicago ‘‘Sure Return’’ 
units unusually Low in 
Price. A 24 Four 
Deliveiy can also be 
assured. Would you 
be interested in Bulletin 
131, or do you want 
data on larger units? 
Built up to 150,000 feet 
of radiation, boiler pressure to suit any job. 


CHICAGO PUMP COMPANY 


Circulating Sewage Condensation 


OFFICE AND WORKS st 


Bilge 
2322 WOLFRAM STREET 


Vacuum Boiler Feed 
CHICAGO, ILLINOIS 


Fire House 
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Regular Bath, 


Seat Bath, Foot Bath, Shower 
Bath and Child’s Bath 


Allin One Piece. 44x30 inch size. 


The COMBINATION BATH. saves both 
space and water, besides affording the great- 
est convenience ever built into a bath tub. 
Partly filled, it makes an ideal child’s bath or 
foot bath. Filled for a regular bath, or seat 
bath, it offers ample facilities for the largest 
man or woman. And as a slower bath it is 
unexcelled. 


Write for interesting booklet showing the many 
unusual features of this modern fixture--NOW. 


Sold Through Jobbers of Plumbing Supplies 

















Above shows Enameled Iron Bath, Plate 10-E. Also made of Semi-Vitreous Porcelain, Plate 30-E. 




















Combination Bath, ted ‘nrecesswith Enameled Iron Combination Bath. Combination Bath, tiled in recess, 
Iinen case Can be tiled tn either right or left against pipe sha‘t 
Land corner 


WHEELIN 














SANITARY MFG. CO. 
Wheeling, W.VA 
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Spencer Junior Hot 
Water Heater—ca- 
pacity in direct cast 
iron radiation e- 
quivalent, water, 
300 to 600 square 
feet. 





Spencer No. 1 Single 
Grate Heater, capacity 
in direct cast iron radi- 
ation equivalent,water, 
800 to 1450 square feet; 
steam or vapor, 500 to 
900 square feet. 
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Spencer 


steam .vapor or hot water 


Heaters 


A size and type for every heating 
purpose and every kind of building 


SPENCER HEATER COMPANY 
WILLIAMSPORT, PA. 


New York City 


General Offices: 


Boston Philadelphia Baltimore Buffalo Rochester 


Hartford Washington Detroit Albany Syracuse Harrisburg Scranton 





Spencer No. 2 Double 
Grate Heater, capacity 
in direct cast iron radi- 
ation equivalent,water, 
1750 to 3800 square 
feet; steam, 1100t02350 
square feet. 


Left Spencer Tubular 
Steam Heater— 100 Series 
—capacity in direct cast 
iron radiation equivalent 


7500 to 15000 square feet. 


Right—Interior view 
showing construction 
principle. 





ee@ 


Spencer Tubular Steam 
Heater—15 to 21 Series 

capacity in direct cast 
iron radiation equiva- 


lent—1900 to 3600 
square feet. 








Spencer Tubular Steam 
Heater — 50 Series — ca- 
pacity in direct cast iron 
radiation equivalent 


4500 to 7000 square feet. 





ema 


All Spencer Heaters 
may be hooked up 
in battery where a 
flexible supply of 
heat is needed, or 
where the total ra- 
diation tax is greater 
than the capacity of 
a single boiler. 


\ SE” 
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MASTER AND JOURNEYMAN PLUMBERS OF WAR- | 
REN, O., HOLD FIRST JOINT OUTING 
Master and journeymen plumbers of Warren, Ohio, 


held their first joint outing at the Boy Scouts Camp near 
Parkman, Ohio, on Saturday, September 11. It was the 
first outing of its kind to be held, and was pronounced 
so successful by all who attended, that it will probably 
be made an annual affair. A great deal of credit was 
given President Karl Custin, Vice-President V. E. Bald- 
win, Secretary George W. Angstadt, and Treasurer H. C. 
Williams of the Warren association, as well as to the 
joint outing committee which was composed of masters: 


Harry Shafer, George Hardman and George Thompson, 
and journeymen: Harry Best, Harold Gadd and Roy | 
Ritner. 


Mahoning avenue and High street was the rendezvous 
for the crowd early in the morning, and the picnickers 
then drove to the camp in a body. Over one hundred and 








Top picture, left to right: Karl Custin, president; V. KE. Bald- 
win, vice president; George W. Angstadt, secretary, and H, 
C, Williams, treasurer, all officers of the Warren association, 
—Bottom picture, front: H. H. Shafer, KR. W. Ritner and 
Gieorge F. Thompson; rear: P. EK. Best, George F. Hardman 
and H,. O. Gadd, all members of the outing committee, at the 
first joint outing of the master and journeymen plumbers of 
Warren, Ohio 


seventy-five persons attended the affair and took part in 
the numerous contests and games. 

First on the program of sports was the ball game be- 
tween the the journeymen which 
was won by the masters’ team by a score of 14 to 190. 
The game was originally scheduled for five innings, but 
a 9 all tie made an extra inning necessary and the mas- 
ters “put the game on ice’ by hammering out five runs 
while the best the journeymen could do was one. The 
interested in the thrilling ball game, 


master plumbers and 


few, who were not 


whiled away the time at “barnyard golf’’ with several 
sets of horseshoes which a thoughtful individual had 
brought along. The winners of the ball game were 
awarded a box of cigars. 
The line-up of the teams follows: 
Master Plumbers Journeymen 

Clyde Stewart ...... Ib } Limber ... TE ee a 
Harry Shafer ... er PP HR. sa ee ert mh, 
Roy Hardman , rs es - SF. DROS 60's a0 we wee lb 
Geo. Thompson el oe ae L. M. Cobb. 2b 
EAVES SIRGUER ccivicceusves 1s Ws lr, Grab 3 46 Ved ehee a 3b 
Geo, Hardman .........+> 2b R. W. Rader.... rs 
he) Ra yee eavderveens ef OR ene ae eee ls 
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No. 202 
Hot Water 
Radiator 
Valve 










There is a Commonwealth 
Lavigne Radiator Valve for 
every type of heating installa- 
tion. 


These valves are built to ex 
acting standards after designs 
which have been carefully 


y hang developed from a_ thorough 
Radiator knowledge of valve require- 
P one ments, and proven by the 
Pattern severest test of all--16 years 
of efficient performance on 
heating plants the country 


over. 


Much attention has been given 
to details, in the manufacture 
of Commonwealth Lavigne 
Radiator Valves, with the view 


Graduated of making them easier to in- 
— stall. You will always find 
Radiator ample thread space on the in- 


Valve. 
mit take end, and the forged brass 


tail nut will not crack nor 
break under the severest strain. 


The use of Commonwealth 








Lavigne Radiator Valves on 














every installation saves time 
and labor for the steamfitter 
and insures lasting satisfaction 
to his customer. 







COMMONWEALTH 
BRASS CORPORATION 


DETROIT 


Your 
Jobber 
Can 
Supply 
You 





RADIATOR VALVES 
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There’s no old-fashioned joint 
to open up in “Built-Well” 
seats: the patented double- 
dowel V-lock construction is 
stronger than the wood itself. 
There’s a complete line of 
“Built-Well” seats—all made 

of best selected lumber. 
Write for catalog. 


Built Well My. Co. 


458 W. Kinzie St., Chicago, Hl. 





Built-Well 
V -Lock Joint 
Sec tional view of 
oimt turned up side 
down to show how 
dowels are inserted 
from bottom. Mois- 
ture only makes them 








| 

















M PIPE FITTINGS (NV 





IRON BODY GATE VALVES 


Screwed 
Flanged Non 
and Rising 


Stem 
and 
0.S. &Y. 


Patterns 


Hub 
Ends 


Sizes 
2’ to 12” 
inclusive 





Manufactured by 


ILLINOIS MALLEABLE IRON CO. 
CHICAGO, ILL. 
GENERAL OFFICES: 1801 DIVERSEY PARKWAY 









































see 





Geo. Cross If W. J. McGuire 

Harry Williams rf H. Hardman «vt 
Ed. Daugherty , 3b Cc. Hardman f 
P. G. Loughren ee 

T. V. Craig ef 

Homer Connolly rf 


After the ball game had been won, the merrymaker: 
drove back to Parkman where a luncheon was served at 


| the Community House. Souvenir hats and horns were 
} . . 
| furnished by the committee and the well known welkin 


recounded with the rasping noise of the paper horns. All 


| things come to an end, however, and the luncheon finished, 


the assemblage again drove to the camp to participate in 
the athletic events which were scheduled, 

Weather for the day was ideal. The sun shone brightly 
but it was not too warm. Many took advantage of the 
rowing and bathing facilities in the lake near the camp, 
and some few just lolled about at their ease. During the 
afternoon ice cream and lemonade were served. The last 
event was decided late in the afternoon and the cavalcade 
of pienickers then wended its way homeward. 

A summary of the athletic events follows: 

First event 50 yard dash for boys, 10 to 15 years: Ist, 
Marvin Cross, prize, baseball; 2nd, Wesley Limber, pocket 
knife. ; 

Second event-—50 yard dash for boys under 10 years: 
ist, Harry Williams, ball glove; 2nd, Jack Hardman, $1.00 

Third event-—50 yard dash for girls under 10 years: 
lst, Evelyn Cross, umbrella; 2nd, Lois Tucker, umbrella 

Fourth event——50 yard dash for girls, 10 to 16 years: 
lst, Rita Hench, pair stockings; 2nd Virginia Hardman, 
$1.00. 

Fifth event—-50 yard dash for journeymen: 1st, Homer 
tose, tool box: 2nd, H. O. Gadd, basin wrench; 3rd, H. F. 
Hardman, set of saws. 

Sixth event—-50 yard dash for apprentices: Ist, Ed. 
Bevan, bending springs; 2nd, W. F. Johnson, 14 inch 
wrench; 3rd, C. G. Shafer, 10 inch wrench. 

Seventh event—50 yard dash for ladies: 1st, Miss 
Thelma Plum, white closet seat; 2nd Mrs. P. G. Loughren, 
1 pound candy; 3rd, Mrs. Arthur Bevan, % pound candy. 

Eighth event-—50 yard dash for master plumbers: Ist, 
Geo. Thompson, plumber’s furnace; 2nd, Clyde Stewart, 
dies; 3rd, Geo. Cross, chain tong. 

Ninth event-—Ladies egg race: 1st, Mrs. P. G. Loughren, 
roaster; 2nd, Mrs. Earl Limber, 1 Ib. candy. 

Tenth event——-Bag race for men: Ist, C. G. Shafer, gas 
water heater; 2nd, Geo. Thompson, 14 inch wrench; 3rd, 
Harold Gadd, 10 inch wrench. 

Eleventh event—-Ladies rolling pin throwing contest: 
lst, Mrs. Clyde Hench, closet seat; 2nd, Mrs. Clyde Stew- 
art, 1 pound candy; 3rd, Mrs. Karl Custin, % pound candy. 

Twelfth event—50 yard dash, free for all: 1st, Geo. 
Thompson, gas water heater; 2nd, Homer Rose, 24 inch 
wrench; 3rd, Harold Gadd, 18 inch wrench. 

Thirteenth event—-50 yard dash for supply house repre- 
sentatives, won by Robert Kling (Walworth-Ohio Co.), 
box of cigars. 

Fourteenth event--Tug of war—master plumbers vs. 
journeymen, won by journeymen, prize, box of cigars. 

Fifteenth event—-Standing broad jump for men, won 
by Clyde Kingsley, prize, a pipe wrench. 





A swimming pool will be constructed ig connection with 
the new building at St. Agnes college, Memphis, Tenn. 

S. V. Hanley, of Milwaukee, Wis., has been awarded 
the plumbing contract and the Thomas E. Hoye Heating 
Co., also of Milwaukee has been awarded the heating con- 
tract on the $125,000 building to be built at Shorewood, 


| Wis., by Dr. C. E. Albright. 
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Memorandum for 


John A. Corboy 
Chicago, Ill, 


This Cohces message is for you, Mr. Corboy and your many 
friends in the plunbing and heating business. 

As one of Amerioa'’s successful contractors who operate on 
a large scale, we know you keenly appreciate performance, 

Cohoes GENUINE Wrought Iron Pipe; Genuine because the 
; | original hand-puddling process is still employed and conse- 





quently pipe that you can install in any job with every con- 
fidence that it will live up to your every promise, 

Every step in the manufacture of Cohoes Pipe is undertaken 
with a keen appreciation that it is used because conscienti- 
ous contractors demand the best. You'll eppreciato that, Mr. 
Corboy. 

The experience of seventy-two years of Wrought Iron Pipe. 
making is an insurance of performance. 

















- COHOES ROLLING MILL CO. 


COHOES, NEW YORK 














‘Sate Omees: ‘New ot Norfotk Minneapolis 
Boston Philadelphia Ft. Wayne Los Angeles 
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Get this! 


---it takes pure 
metal to make a 
close-grain casting 





And unless a casting is close-grained 
it will lack tensile strength. ZURN 
Products are made from virgin 
metal. They are free from sand 
holes. They will be found uniformly 
durable, standing up under handling 
and use in a way that will do credit 
to your engineering reputation. 
just a portion of our line includes: 





TRAP SCREW FERRULES 
CLOSET BENDS 
DRUM TRAPS 


TRIPOD BOILER STANDS 
(Steel and Iron) 


CESSPOOLS 
BACK WATER TRAPS 
SINK TRAPS 
CELLAR DRAINERS 


DRAINAGE FITTINGS 


J. A. ZURN MANUFACTURING COMPANY 
Erie, Penna. 
Chicago Warehouse—14th Place and Clinton St. 


Branch Offices — New York, Philadelphia, Pittsburgh, 
Los Angeles, Seattle, Atlanta, Houston, Kansas City. 


ZUR 








Virgin Metal 
Products 
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Women’s Auxiliaries || = seen _ fi 


Announces Directors of National Auxiliary 

Mrs. E. D. Hornbrook, president of the Women’s Aux- 
iliary to the National Association of Master Plumbers, has 
just announced the appointment of the following direct- 
ors: Mrs. T. J. Boismier, Oklahoma City, Okla.; Mrs. S. 
Pollitt, Portland, Ore.; Mrs. J. L. Evans, Memphis, Tenn.; 
Mrs. Geo. Kearney, Evanston, Ill.; Mrs. Edward Boismier, 
Tampa, Fla.: Mrs. G. C. M. Shaw, Flint, Mich.; Mrs. O. B. 
Bahneman, Minneapolis, Minn.; Mrs. L. J. Rosenfield, 
Louisville, Ky.; Mrs. Thomas Tootell, Trenton, N. J.; Mrs. 
Howard Bryant, Bridgeport, Conn.; Mrs. James Gibson, 
Cincinnati, Ohio; Mrs. Charles Burgan, Wichita, Kans.; 
Mrs. W. H. Hensler, Denver, Colo.; Mrs. T. A. Irvine, 
Jamestown, N. Y., and Mrs. Charles Pelunek, Milwaukee, 
Wis. The officers of the auxiliary are Mrs. E. D. Horn- 
brook, of Kansas City, Mo., president; Mrs. J. A. Diggle, 13) 
of Indianapolis, Ind., vice-president; Mrs. J. J. Cahill, of 
Evanston, Ill., vice-president; Mrs. Agnes Rennie, of Port- ° 
land, Ore., vice-president; Mrs. W. H. Cowger, of Kansas L P fit ! 
City, Mo., treasurer: Mrs. John Kelly, of Chattanooga, arger ro S. 
Tenn., recording secretary; Mrs. Fred Hacker, of Kansas 
City, Mo., corresponding secretary; Mrs. R. J. Reid, of 
Shawnee, Okla., chaplain; Mrs. Lois E. Black, of Enid, 
Okla., historian, and Mrs. W. T. J. Orriss, of West Ho- 
boken, N. J., auditor. 
Los Angeles Women's Auxiliary Aids Children’s Hospital 

The Women’s Auxiliary of the Los Angeles, Calif., Mer- 
chant Plumbers’ Association will play Santa Claus to the 
inmates of the Children’s Hospital of Los Angeles this 
vear, according to plans formulated and work done at the 


























Every live contractor can make more money and in 
crease his sales this fall by selling this great money saver. 


By burning Buckwheat coal and using Sturtevant Coal 
Burning Blowers to boost their draft the people in your 
district can save from five to eight dollars a ton on fuel. 
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Sturtevant Coal Burning Blowers have a ready market. 
All residence and apartment house owners, as well as 
people in charge of churches, country clubs and schools, 
want to cut down fuel expenses. 








auxiliary’s regular meeting and luncheon held on Tues- 
day, September 14, at the Merchant Plumbers’ Hall, 1832 
South Hope street. Clothes for the tots were made, and 
money to buy books was raised. . At the coming meetings, 


Such a sound money-saving proposition is bound to appeal 
to your customers and prospects. Push the sale of these 
blowers. You'll find plenty of people ready to talk 
business with you when they find out what these units 
can do. 








held every second Tuesday in the month, the same work 





will be done until Christmas. (Continued on next page) We will gladly give you descriptive matter on these blowers 
to send to your customers and prospects. First you'll 
want to know all about them yourself, so send in the 


coupon below for further information and dealers prices. 
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B. F. STURTEVANT COMPANY 


HYDE PARK, 
BOSTON, MASS. 
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B. F. STURTEVANT COMPANY Dept. X 
Hyde Park, Boston, Mass. 














Without obligation to me, send along trade discounts and further 
information on Sturtevant Coal Burning Blowers. 


Tascsceee 


At the annual basket picnic of the Master Plumbers’ Asso- 
ciation of Columbus, Ohio, held recently at Oak Park.—Top 
picture, left to right: Mrs, W. F. Blair, Mrs. D. J. MeGonagle, 
Mrs. W. A. Schneider, president Ladies Auxiliary; Mrs. W. H. 
Spohn, Mrs. Irn Wills.—Bottom picture, standing: Mrs, H. J. Address... ...seeececrsccees 
LaPlante, Mrs. J. 8. Shetler, secretary Ladies Auxillary; Mrs. 
J. BR. Jacobs, Mrs. William Fischer, Mrs. Stanley Smith. 
Sitting: Mra. G. C. Glass, Mra. Frank Millay, treasurer 
Ladies Auxiliary, and Mrs. K. W. Osborn 
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You can bet on perfect threads when you use 
this quality oil 


You want clean-cut, uniform threads on every pipe 


threading job you do. You can have clean-cut 
threads, toc } 
Red-E-Cut Threading Oil is free cutting —lessens 


heat—reduces friction and turns out threads that 
are a joy to behold. 


Supplied in § gallon, one half drum and one drum lots. 
Get better thread insurance by ordering a trial 
drum today 


HALL -WILL, Inc., Erie, Pa.. Manufacturers of Red-E-Haht Porza' le 
Pipe Threader, Hall-Will Super 8° — 6’ — 8° — 18” Pipe Threaes 


ane wig “ 
RED CUT 


PIPE THREADING OIL 








An Ounce 
| of 
Prevention 


Boiler trouble is expensive. We don’t give McDonnell 
& Miller Duplex Water Feeders away, but they cost 
a lot less than trouble. Prevent burned boilers and 
cracked sections by installing McDonnell & Miller 
Duplex Water Feeders on all low pressure steam 
heating jobs. 





Ask for Bulletin D 6. 


MESDONNELL & MILLER 


WRIGLEY BUILDING, CHICAGO 
Eastern Warchouse Stock, Bush Terminal, N. Y. 
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Vy 
Why waste time setting anchor bolts 
accurately? Use E-Z Hangers and put 
the anchor bolt in about the ane 
lace. The E-Z adjustment with a 
-inch pipe takes care of both 
height and lateral variations. 
HEALY-RUFF COMPANY 
770 Hampden Ave., St. Paul, Minn. 


“A big help to customers” 


BE OEE NRE 


Runnt 


OO GALLONS 






inwnennner7l 


Water 


PER HOUR) 


The DAYTON “CUB”, with its 
200 gallons per hour pumping ca- 
pacity and low price of $85.00 is 
by far the leading water system 
value offered today. DAYTON 
dealers are breaking sales records 
with it 

It is one of a complete line of 
DAYTON Water Systems for 
deep and shallow weils and cis- 
terns with pumping capacities of 
from 160 to 3.00 gallons per hour. 


White for catalog and let us out 
line for you our proven ‘“husineee 
gettne” dealer plan 


&& MFG. CO. 


DAYTON, OHIO. U.S.A. 
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entertained the officers at her home, 


| 





| mein luncheon. 





September 25, 1926 


At the dinner on the of 
September 9 at the Merchant Plumbers’ Hall, eighty-fiv: 
including the members and their families, wer: 
and Afterward the tables were 


cleared and everyone played the good old game of whist 


auxiliary’s monthly evening 
persons, 
present were served. 
and prizes were presented to the winners. 

Mrs Turton is president of the organization; 
Mrs. Boulester, vice-president; Mrs. Frank Brown, second 
vice-president: Mrs. Rose McArthur, treasurer; Mrs. Pearl 
Knohr, secretary Mrs. W. Brooks and Mrs. Edward 
Edwards sick committee. 

East Side Auxiliary Holds Meeting 

The East Side Women's Auxiliary held a meeting Fri 
day, September 10, at the Knights of Columbus Home, 
East St. Louis, Il. 


Charles 


and 


compose the 


Luncheon was served at 1 o'clock, and 
the meeting was held immediately thereafter. 
After adjournment of the meeting, cards and lotto 
were enjoyed. Mesdames Chuse, Neenan and Maag were 


business 
the 


hostesses 
Minneapolis Officers Entertained at Luncheon 
O. P. Bahneman, president of the Women’s Aux- 
the Retail Plumbers’ Association, 
4517 Dupont avenue, 
at a one o’clock chow- 
Mrs. Fred 
Beier, newly elected president of the St. Paul Auxiliary, 
The table decoration was a large 
A very enjoyable afternoon was 


Mrs 


iliary to Minneapolis 
South, on Thursday, September 9, 


Covers were placed for seven. 


was the guest of honor. 
erystal basket of cosmos 


spent 


This & That, Here&?T here 


Bids are being received for the proposed $900,000 high 
school building to be erected on Strawberry Hill avenue, 
Stamford, Conn. Judge Floyd Bartram heads the school 


commission and plans have been drawn by Knappe & 
Morris, 171 Madison avenue, New York City. 
William D’Ascolis of Middletown, Conn., has been 


awarded the plumbing contract on the three-apartment 


house of S. Misenti on North Main street, in that city. 

F. E. Newcomb, Newport, N. H., has been awarded the 
heating contract on the power house being built at Tilton, 
N. H., for the Tilton school. 

‘Edward Garot, of Green Bay, Wis., has been awarded 
the plumbing contract, and Garot Brothers, also of Green 
Bay, have been awarded the heating contract on the Ne- 
ville Pubiic Museum, in that city. 

Mihm & Koch, of Milwaukee, Wis., have been awarded 
the plumbing contract and the Noerenberg-Marion Co., 
Milwaukee, has been awarded the hot water heating con- 
tract on the bakery and flat building under construction 
at 4418 North avenue, that city. 

The P. E. Mueller Co., of Milwaukee, Wis., has been 
awarded the contract to install a steam heating plant in 
the business building under construction at Mason and 
Milwaukee streets, Milwaukee, on a bid of $3,500; and 
also the contract to install a $2,000 hot water heating 
plant in a residence at 1268 Kinnickinnic avenue. 

Plans are being completed for a 16-unit $90,000 apart- 
ment court, of Spanish design, to be built in West Holly- 
wood, Calif., for N. Alkire. Harry E. Werner, 257 
Beverly drive, Beverly Hills, is the architect. The court 


| will have an interior patio with tile roof, fireplace, foun 


tain, and pools. 

Thomas Haverty Los Angeles, Calif., has been 
awarded the plumbing and heating contracts on the city 
water and power garage, that city, on bids of $8,993 and 
$10,694, respectively. 


Co:, 
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CEES PREC Ms a 

Se} «= Canfield Diamond Tank Balls 
are the ultimate in quality and 
design. They are the result 
of years of manufacturing 
experience that means maxi- 











mum length of service to your 
customers. 


Better stock up on Canfield 
Tank Balls—Now! Your 
jobber has them. 


We sell to manufacturers 
and jobbers only 





5 





The H.O.CANFIELD CO. 
BRIDGEPORT, CONN. 


BEN 
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See How Easy It Is= 


and you will understand why plumbers and 
steamfitters are buying the REED Ratchet Stock! 
Ask any plumber or steamfitter with a REED (we will send you the names of some near you) 


and you'll find how easy it is to do a threading job with this modern, muscle-saving, time- 
saving tool. 


You'll get a real pleasant surprise as you watch the REED go into action— 





1 “I simply throw over 
e the adjustable guide, 








2 ‘‘Then she 
© starts easily 
— with a positive 
grip — 


No time lost in turning up set screws to 
clamp a troublesome lead-screw to the 
pipe, as the REED has no lead-screw. 
No guides to hunt for and insert, to make 
the stock fit the pipe — the REED has one 
adjustable guide for all sizes. 


And no filing off the burr. The fine 
double-threaded throat of the die starts 
cutting easily and positively— burr or no 
burr. 


3 ‘+_—and now 
e I’m cutting 
threads.”’ 







With a REED Ratchet Stock, the thread is 
actually cut while men with other ratchets 
are going through these preliminary 
operations. 


The time and trouble that this tool saves —on every 
job where it’s used—— pays back the small cost over and 
over again. 


That’s why plumbers and steamfitters everywhere are 
putting REED Ratchet Stocks on their pay-roll, to replace 
the old-style stocks. 


See this easier-starting and easier-cutting pipe stock 


at your jobber’s — or write for our folder: “HE DIDN’T 
BELIEVE THE DIE WAS CUTTING.” 


STOCKS and DIES 
VISES, ETC. 


Reed Manufacturing Company, Erie, Pa. 
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Buckman & Morrissey, West Hartford, Conn., have had 
plans prepared by George H. Matthews, of Hartford, for 1897 [ERNSANIGAR 1926 aa" 











‘ THE QUALITY GOOD: 
the construction of three brick and steel apartment nee 
houses on Wethersfield avenue. Each building will have Pes ~—ecanar ; 
aa ai . _— ba 
24 apartments. DEHN’S g 2 op ' 1 
Springfield, Mass., is to have an artificial ice skating ae oe aan 
rink for which a corporation has been organized under the ace | ' _—_— 





name of the Springfield Ice Rink, Inc., with a capital of 
$100,000. Construction will start as soon as contracts can 
be let. John C. Pirie and Frederick D. Bonner of 63 St. 


Automatic ae t ality 











. 6x2 32% 
Andrew road, East Boston, are in charge of the company’s Water a - ecicee 
affairs. f € &223ose 
D. Lappen, 58 Trumbull street, Hartford, Conn., has Softener = } 
been awarded the plumbing contract on the six-family and ~ _ 
brick apartment at 199 Hillside avenue, while the heat- = a 
ing contract has been awarded E. I. Beckanstin, also of § ] LENGTH OVER ALL LLL 
P ca e NO. 5-3a"= 14 + 
Hartford. Mr. Lappen also has the plumbing contract on pie NO.6- I" #14" | 
i ie r . : ——~——--— NO. 6 ime 4. 2 *| 
the new apartment house for Tobias Yaffo on Mather Remover nes  NO.6-18i = 14: — 
street, Hartford. 
Fig 118 


Bids will be received the latter part of September for 
the proposed 24-room parochial school to be erected on 
Belmont street, Manchester, N. H., for St. Anthony’s 
parish. Plans by W. E. Provost, 1061 Elm street, Man- 
chester, call for a 2-story brick and steel building 100x165 
ft., to cost $200,000. 


No. § — %-inch Compound In 
jector. Patented in U. 8, Can 
ada and Foreign Countries 


Stop hard water complaints by installing a DEHN’S 
Compound Injector. It automatically softens the 
water and prevents mineral deposits in water back 
and heater coils. Full details gladly furnished. 


COMPOUND INJECTOR & SPECIALTY CO. 


419-421 D. No. Laramie Ave. Chicago, Ill., U. S. A. 
Originators, designers and sole manufacturers f 
| keooes 1897 [ EHNSANI 1926 AAA 
TH 


E QUALITY GOODS 
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AUTOMATIC ff DISCHARGE 
FLOAT SWITCH TO SEWER 





At the recent annual outing of the Master Plumbers’ Asso- 
clation of Haverhill, Mass.—Top picture: Ww. C. Carney, 
secretary of Haverhill association, and L. A. Hagen of Minne- 
apolis Heat Regulator Co.—Second row: R. N, Frost of A. C. 
Purrington & Co., Wakefield, Mass.; F. T. Rooke of United 
States Radiator Corp., Boston, and W. W. Campbell of Rich- 
mond Radiator Co—Third row: T. M. Wentworth, J. J. Mini- Fig. 194-C 
han, president Haverhill association; M. J. Leary, J. Podolsky mn 
of Jepco Mfg. Co., and E. L. Baker, executive secretary of the 

wrbinsansnoct sceuesitindtiaanonctibaaibi row: A. L. Savage of Johns- Midget Sump Pump 
Manville, Inc.; H. Susmann of Gurney Heater Mfg. Co., H. E. 

Riley of Burnham Boiler Corp., W. F. Taylor of Richardson Send for Bulletin 120-B. 
& Boynton Co., A. B. Worthen of X Laboratories, C. A. Voter TABER PUMP COMPANY, Buffalo, N.Y. 
of International Heater Co., C. A. Bennett of American Radi- 
ator Co., P. Dowd of Crane Co., R. A. O'Donnell of Edgeworth 

Steel Co. and Peter Murphy of Standard Sanitary Mfg. Co. 
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A 
A Return Line | 
without a Peer 
Capacity, Efficiency and 
Quality Guaranteed 
At the annual outing and dance of the Master Plumbers’ 
Sold on Honor Association of Richmond Borough, New York City, held re- 
a . cently in Selmer’s Park on Staten Island—Upper left: 
at Right Price George W. Foote, secretary of the Richmond Borough asso- 
ciation and chairman of the outing committee.—Upper right: 
° e Mdwin Scharets, winner of the sack race.—Center: Harr 
Economy Pumping Machinery Co. Hunsadorfer, Jr., and Walter Heap, winners < the ~eehd 
: le ed race.—Bottom row: > 8. awk, U 4 oO ory 
87-122 N. Curtis St. Chicago Pomnenil M. ae eee M. tem aan. a ne 
meler and Harry Schoenbein 
Dietriet Agents Everywhere 
The Barber Co., 26 Warrenton street, Boston, Mass., 
— ———— | and Brown, Fay & Company, 15 Salem street, Medford, 





























| 
| 
j 
| 
| 
| 


|} have been awarded the heating and plumbing contracts, 
|} respectively, on the proposed new office building on 
Beacham street, Everett, for the Beacon Oil Co. 

J. C. Higgins, 580 Massachusetts avenue, Cambridge, 
Mass., has been awarded the heating contracts on the 
convent at 20 Manet street, Newton, for the Franciscan 
Order, and the parochial school at Norfolk and Darling 
streets, Dorchester, for St. Matthew's parish 





Charles Wellington Walker, Jr., 347 State street, Bridge 
port, Conn., has been commissioned by the school board 


| to prepare plans for a one and two story addition to the 
Do You Need /emaaets curve 


Beardsley school, to cost about $75 





Radiator Hangers ? \ The city of Hornell, N. Y., has been ordered by the 
| New York state board of health to build a sewage disposal 
Don’t order before you investi- | plant, work to be started in September. It is estimated 
gate Moore Hangers. You will | that the cost of the project will be $300,000. 
find them to be: ; ' W. P. Brown, Springfield, Mass., has been awarded the 
Strong: all steel stampings, with plumbing and heating contracts on the $120,000 Pynchon 
no castings to break. | memorial building for the Connecticut Valley historical 
Adjustable: 41-inch vertical, society, in that city. 
2} 2-inch horizontal. The Bronson Heating Co., Worcester, Mass., has secured 
Adaptable to all types of build the heating contract and Tucker & Rice, of the same city, 
Ing construction and to all makes the plumbing contract on the grade school on Thorndyke 
of radiators. road, that city 
Simple to assemble and install. Herbert L. Rose, of Cambridge, Mass., has been awarded 
One }g-inch bolt is all that is the plumbing contract on the new convent for the Francis 
pees, de can Order, to be erected at Newton, Mass. 
Ask your jobber about them. The plumbing contract on the new Essex street church 
Bottom Hung Salem, Mass., has been awarded to John F. Cabeen, of 
, Walt Carty & Moore Eng. Co. that city, and the heating contract to T, A. Ridder Co 


Single Row 
(incorporated) Inc., of Boston. 
611 W. Larned Street 


DETROIT. MICH 


P. W. Donoghue, Boston, Mass., has been awarded th 
plumbing contract on the new convent for the Gate of 





Heaven parish, in South Boston 
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‘3 () () Ruud Automatic Gas Water Heaters 
were sold in one city in August to 
replace 300 tank heaters. 

Ruud Automatic Gas Water Heaters 
were sold in one city in July and 
August to replace 500 tank heaters. 


Highlights 


The average list 
| price of water heaters 


sold was $195.71. 
Total gross sales 
were nearly a hun- 


dred thousand 
dollars. 











All sales were made | 
through plumbers 


and those that were | 
active made thou- 
sands of dollars. 

All sales were made 
to old homes to re- 
place tenk heaters. 




















Ruud Manufacturing Company 
Pittsburgh, Pa. 
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Which? 


















7 Threads 
Note Spud attached 
Thiek < under enormous 
Wall—> pressure 
a mama 4 Threads 
THE SCAIFE 
f Note 
< Thin Wall 
These are unretouched sen eM of ! \ 
the openings in a Scaife Range Boiler and pce | 
in a spudiless competitive make. Com 
mont im unnecessary WHICH do YOL 
think will rust through the threads first? 
THE SPUDLESS TYPE 
Scaife Boil till 
d ith ds t infor 
. 
all openings! 
Riveted With SCAIFE it’s a question of 
on quality. Paramount to price considera 
tion is the age-old reputation that 
Scaife Boilers have with the trade.- 
It would be unfair to you or your 
customer to give you anything but 
what you have a right to expect in a 
SCAIFE. All openings are reinforced 
with spuds —all Scaife Boilers are built 
to give enduring service, no matter 
what the price! 
Insist on SCAIFE play safe and 
insure a steady satisfied trade as 
well as your own prestige! 
wus, SCRIFE sm 
New York Chicago 


Founded 1802 BO 4 L E RS Pittsburgh, Pa. 


Mention Domestic ENGINEERING when writing advertisers, 
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September 
Porter & Stewart, of Gadsden, Ala., have been awarded 


the heating and plumbing contracts on the new Eleventh 


ENGINEERING 


99 


SAN-EQUIP 






street school, in that city, ‘ — ° T ] 
The Magis Valley Plumbing Co., of San Benito, Tex., ty eptic an Ss 

has been awarded the plumbing contract on the new f gaat, offer the safest and most complete 

$15,386 city hall building in that city = disposal of sewerage for suburban 


| '" 
The Southwest Heating Co., Melba building, Dallas, | quail 


has been awarded the heating contract on the $22, 
building at Dallas, Tex 


Tex., 
451 
A 12-story building costing $700,000 is to be constructed 
the northeast corner of Pico and Maple avenue, Los 
owners of 


film exchange 


on 
Angeles, Calif., according to Lloyd & Casler, 
The building which is half leased at present is 
for the of and 
Douglas Lee, the architect, announces that 


the site 


constructed special use printers 


engravers WwW 
work is scheduled to begin within 90 days 


to be 


Plans for the construction of a $1,000,000 Knights of 
Columbus building for the use of soldiers and sailors enter 
ing the port of San Pedro, Calif., are being prepared by 
the local branch of the Knights of Columbus. The money 
is to be raised by national subscription. 








(Mich.> 
of Sanitary and Heating Engineers and their employes, held 


At the annual piente of the Detroit Ansoctation 


recently at Bob-lLo Park.—Top row, left to right: Eloyd Nel- 
son, J. Lewine and A, Wolff of Murray W. Sates & Co.; Henry 
Chointere and J, Meter of Murray W, Sales & Co.; H, J. Has- 
tings, of Pittsburg Water Heater Co., and little Albert Le- 


wine.—Second row, left: Mrs, A. P. Collard and J, F. Meter, 
of Wells-Meler Co-—Third row, left: Mra. J. BK. Fitegerald 
and Mra. William EE. Horn.—Picture at right: H. CC. Cudde- 


hack, 
tm. ©. 
Auger of Murray W. Sales & 

Sunquist 


Phyllis Cuddeback and Mra. 
Dunstan of Park & McKay, 
Co. 


Mesnard and H. 
Phillips and RK, 


MH. A. nh. 


Alex 





Cuddeback.—Rottom row: | 


N. | 


homes, schools and camps, Approved 
by U. S. Public 
Health Service 


CHEMICAL 
TOILET 
CORP. 
928 Free Street 
SYRACUSE, N.Y 


CEE) 







San EquiP 
Stpric Tank 
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The hole keeps it rigid 
and holds it fast. 


CROWN 
POST VISE 


(Patented) 
Crown Post Vise is ready 
for use in 30 seconds. Wrap the chain around 
any post and drive down the wedge. No lag screws. 





CROWN DIE & TOOL CO. 
2636 North Keeler Ave., CHICAGO 


CROWN PIPE DIES CUT PERFECT PIPE THREADS 














PROOF! 


This picture is proof of the 


sturdiness of the Martin 
Portable Vise Stand and 
Pipe Bender. Yet with 


all that strength it’s real/y 
portable. Sent on 10 days’ 
free trial. Write to 


H. P. Martin & Sons 
626 E. 2nd St. 
Owensboro, Ky. 











—— 


Good Business 


Fundreds of plumbers increase their profits and 
gain good will from their customers by installing 
Duriron acid-proof pipe wherever acid or acid 
waste is carried. 





Duriron is installed the same and is interchange 
able with cast iron soil pipe. 


Always stocked for immediate shipment. 
Duriron is produced on 


me DURIRON Sourany 


DAYTON - OHIO 
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DEARBORN BASIN SUPPLIES: 











Our C-58 is % I. P. to wall 
and 7 O. D. upright, with 
union connection on stop 
This makes an easy and 
quick installation. 


Furnished with solid wheel, 
4 Ball index or solid china 
cross handles. 





BUILT RIGHT AND 
SOLD RIGHT 


Sold through your Jobber 

















DEARBORN BRASS CO. CEDAR RAPIDS, IA. 














Mr. Plumber: 


You can make your job more 
satisfactory by installing BLAKE 
PATENTED GAS VENT TEES 


J 2650 J 2655 


They are made so that condensation or rain water cannot soil 
walls or get into gas ovens and cause rust. Hubs receive 3-inch 
a pipe, requiring no threading, as calk joints are sufficient. 
Fig. J2655 is for Flats, Duplex, etc., while Fig. 52650 has |-inch 
tapping at bottom to carry condensation into b 


We can also furnish 45 or 90-degree elbows where turns are 
necessary. T! tor which protects the walls and oven also 
revents smoke pipe from going in too far and shutting off draft. 
openings are for 4-inch smoke pipe. If your community uses 
3-inch smoke pipe instead of 4-inch advise us and we will arrange 
to furnish proper size opening. Ask your jobber for these fittings. 


Blake Specialty Co. 


Rock Island, Illinois 


CANADIAN SERVICE—ALL CRANE CO. BRANCHES 
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The heating and plumLing contract on St. Matthews 
church, Dorchester, Mass., has been awarded to H. L 
Rose, Inc., 282 Franklin street, Cambridge. 


The Standard Plumbing Co., of Little Falls, N. Y., was 


| the successful bidder for the plumbing contract on the 
hotel now under construction at Johnstown, N. Y. This 


hotel, which is a community project, is being built by the 
Johnstown Hotel Company 

Charles W. Christian, Charlotte, N. C., was the low 
bidder for the installation of heating plants in the Alex- 
ancer Graham high school and in the Third Ward school, 
in that city, with a bid of $28,171. 

Porter & Hatfield Co., North Adams, Mass., has been 
awarded the heating and plumbing contracts on the new 
bank building of the Hoosac Savings Bank, of that city. 


ncaa A) 





At the recent annual outing of the Master Plumbers’ Associa- 
tion of Kanses City, Mo.—Top row, left to right: M. C. Doran 
of U. S. Supply Co. B. E. Jones of United States Radiator 
Corp., L. L. Graves of Standard Sanitary Mfg. Co. and H. E. 
Dickson of W. BR. Young Supply Co.—Middle picture: Master 
plumbers winning the tug of war.—Bottom row: E. H. Gra- 
ham, Kansas City manager of Crane Co.; J. H. Ross, presi- 
dent, Ross Mfg. Co.; G. H. Gorton, vice-president and man- 
wer of W. B. Young Supply Co.; J. J. Sheehan, Kansas City 
manager of Standard Sanitary Mfg. Co., and F. F. Dodds, Kan- 
sas City mannger of American Radiator Co. 


P. H. Meyer & Co., 640 South Preston street, Louisville, 
Ky., has been awarded the plumbing and heating con- 
tracts on the new power and library building at the 
Western Kentucky state normal school, at Bowling Green, 
with a bid of $68,000. 

The Downey Heating Co., of Milwaukee, Wis., has been 
awarded the contract for a vacuum heating and venti- 
lating system for a building being erected at the corner of 
Farwell and North avenues, for the M. L. A. Investment 
Co. This firm has also been awarded the contract to in- 
stall a vacuum heating and ventilating system in the Na- 
tional Exchange Bank, at 393 East Water street, Milwau- 
kee, with a bid of $10,000; and also the contract for a 
low pressure steam heating plant in a building at Fiftieth 
street and Grand avenue, Milwaukee, with a bid of $2,000. 
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The E. P. Knoll Heating Co., of Milwaukee, Wis., has 
been awarded the heating contract on the building for the 
Lillydahl Corp., at Ogden and Astor streets, Milwaukee, 
with a bid of $5,600. 

The McVicar Plumbing & Heating Co., of Janesville, 
Wis., has been awarded the plumbing contract and Charles 
M. Oberlin Co., South Bend, Ind., has been awarded the 
heating contract on the addition to the factory of the 
Fischer Body Corp., at Janesville: 

The Paul E. Mueller Heating Co., of Milwaukee, Wis., 
was the low bidder for alterations to the heating and 
ventilating system in the Park Street school, Milwaukee, 
with a bid of $5,030. 

Building for the first eight months of the year in Mil- 
waukee, Wis., has surpassed that done during the same 
period of 1925, according to City Building Inspector W. D. 
Harper. The records show that 22,968 permits have been 
issued this year for a total cost of $28,357, 361 compared 
with 23,463 permits a year ago for work costing $26,208,- 
889. 

Lewis R. Friend, president of the Milwaukee Master 
Plumbers’ Association, Jacob Schuh, Joseph Brah, Walter 
Dusold and Hugo Lippert, drove to Oshkosh, Wis., on 
September 8 to attend the meeting of the Oshkosh Mas- 
ter Plumbers’ Association. They discussed the educa- 
tional campaign, bookkeeping classes and the insurance 
plan of the Milwaukee Association. 

William Faust & Co., Milwaukee, Wis., have been 
awarded the plumbing contract on a new business and 
apartment building which is being erected at 990 Lincoln 
avenue, in that city. 

The Baptist Temple church, Fall River, Mass., has let 
the plumbing contract to F. Squire, of Pottersville, and 
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At the recent picnic of the Ladies’ Auxiliary to the Master 

Plumbers’ Association of Milwaukee, Wis—Top picture: 

The North Side tug-of-war team, which won the contest.— 

Middle picture: Some of the spectators at the ball game.— 

Bottom picture: Contestants in the petato race which was 
one of the events at this pienic 





What do you expect of a Copper Boiler? 


Attractive appearance? 
Freedom from scale under poor water conditions? 
Assurance of clean, hot Water? 


—and once installed how about 


Relief from emergency cries for help? 
Saving unnecessary overtime for repairs? 
Building a customer’s good will and keeping it? 





Badger Expansion Joints 


Badger Self-Equalizing Expansion Joints solve difficult problems in piping. 
They are designed for steam, hot water or gas. 
flanged fitting. Write for sizes and types. 


E. B. BADGER & SONS CO. 


75 Pitts Street, Boston, Mass. 
New York: 101 Pask Ave. 


You can depend on Badger Copper Boilers to do 
all this—that is why plumbing and heating con- 
tractors use Badgers. They know from experi- 
ence that it’s more profitable to install a Badger 
and forget it than it is to spend a lot of time and 
money for service. 


100% satisfaction pays the highest returns. 
That’s what you get when you specify and install 
Badgers. 


Send for list of sizes and pressures. 


As easily installed as any 





Toledo, Ohio: Ohio Bldg 


Tulsa, Okla. : Mid-Continent Bidg. 
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enema ns = | the heating contract to George M. Montle, 1247 Pleasant 
street, Fall River, for its new edifice 
f Ki | | The Aiken Plumbing Co., of Ocala, Fla., has been 
awarded the plumbing contract for the remodeling of 
the city hall, in that city. 

The Warren Co., of Houston, Tex., has been awarded 
the $25,005 heating and plumbing contracts on the lodge 
and office building for the Ancient Order of Pilgrims 
(colored) at W. Dallas and Bagby streets, Houston, with 
a bid of $25,005. 

West & Gutzeit, 425 Main avenue, San Antonio, Tex., 
have been awarded the plumbing contract on the addi- 
tions and improvements to the Benevolent Protective 
Order of Elks’ building, in that city. Jud & Ormond, 703 
North Flores street, San Antonio, have been awarded 
the heating contract on the same building. 


| 


Frank D. Leighton, Manchester, N. H., has been awarded 
the heating contract on the addition to the high school at 
Dover, N. H. 

Osberg & Knowlton, Fairhaven, Mass., and Wood, 
Brightman & Co., New Bedford, Mass., have been awarded 
the heating and plumbing contracts, respectively, on the 
new M. T. Hudner business block in New Bedford. 


The plumbing contract on the St. James parish house 
at Hartford, Conn., has been awarded to J. Lyons & Sons, 
and the heating contract to the East Hartford Plumbing 
& Heating Co., both of Hartford. 
| Sub-contracts for the new Welfare building for the 
city of Brockton, Mass., have been let. The Creedon 
Plumbing & Heating Co., were awarded the plumbing con- 
tract and C. B. Howard the heating contract. Both are 
Brockton concerns. 

KE. N. Cunningham Co., Portland, Me., has been awarded 
the plumbing contract for the new parish house at Wood- 
fords, Me., and the plumbing contract on the Immanuel 
tjuptist church at Portland. 





Always on the job! 


| 

| 

| 

| 

| 

| 

| 

| 

| 

| 

| 

| 

| 

| 

1 

| 

This Stark vertical pump is the latest model 
of our automatic electric basement drainers. 
It's a hard worker—always on the job. Just 
| attach it to the nearest electric plug and it 
| pumps away —- 1500 gallons to the hour 
| without any further attention. Fully auto 
matic and practically noiseless. Take one on 
the job with you—it'll save you time and 
money-~and it sells itself to householders. 


Write for details. 


STARK PUMP COMPANY 


12033 Cardoni Avenue 
DETROIT, MICHIGAN 


Stark | bf 


At the recent annual outing of the Master Plumbers’ 
elation of Piainfield, N. J.—Top picture: The “tee off” of the 
Automatic Electric classic master plumbers’ polo contest.—Middle row: V. J. 
Tiger and Harry 8. Officer, manager, Newark branch, both of 
Crane Co., and George McVoy, president of Plainfield asso- 


Basement Drainers 
clation.—Bottom row: C. Hoagland, James Fenna and N. 


ne | Cody, chairman of the outing committee 
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The Miller Electric & Plumbing Co., McMinnville, Ore., 
are installing the plumbing system in the new telephone 
building in that city. Steel & Davis, of the same city, | MONARCH PUMPS 
have received the heating contract. 


Best because they are 


R. H. Griffith, sales manager of the Peerless Pacific Co., 
most dependable 


Portland, Ore., is having plans drawn for an apartment 
hotel to be built at Yamhill and Sixteenth streets, adjoin 
ing the Scottish Rite cathedral. L. L. Dougan is prepar- 


Plumbers who specify Mon 
arch Pumps are very seldom 
bothered by service calls 
And since service calls cut so 
heavily into profits, plumbers 
can make a greater net profit 
on Monarch installations at 
lower prices than they can 
make on other pumps in 
stalled at higher prices. This 
is worth thinking about. Get 
Monarch Catalog DE.92 and 
learn why Monarchs are 
simpler and sturdier than 
other makes 


ing plans. The building will be 6 stories, completely 
equipped with all modern improvements including refrig- 
eration systems, incinerators, and other conveniences. 
There will be fifty apartments. Mr. Griffith plans to have 


a special apartment and studio for his own use on the top 
floor. 





A $50,000 temple will be built in Portland, Ore., for 
Sellwood Lodge No. 131, A. F. & A. M., on Milwaukee 
avenue. It will be of Moorish design, two stories and 








THE MONARCH ENGINEERING CO., 232 E. Ist St., Dayton, Ohio 

















basement. The heating will be automatic oil-burning low 





OPCW 





pressure steam with mechanical ventilation for the ball 
room, iodge room and banquet hall. F. M. Stokes, Cham- | ( ‘ONE SEAI Tank 
ber of Commerce building, is the architect. Balls 
are perfect when they leave the factory 
and they are perfect when they reach 
your shop. The special carton in which 


they are packed eliminates all danger 
of dented or marred balls 




















This is just one of the reasons why it 
pays to specify Lavelle Products when 
ordering Rubber Goods 


Your jobber has them. 





LAVELLE RUBBER 





COMPANY 
320 W. Illinois St 
CHICAGO : ILI 














The 
OVERTON 
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Something Better 
in 
Roof Flashings 


Will fit any angle roof 
from flat to half-pitch 
and is adaptable to both 
standard and extra 
heavy pipe. Makes an 
air and water tight joint . 
with the diel of Butler Manufacturing Co. 


labor. MINNEAPOLIS, MINN. 








| 
| 
At the annual convention of the Oregon Master Plumbers’ | 
Association, held recently at Corvallis.—Top picture, left to 
right: M. Keyser, Roseburg, Ore.; E. P. Hammond, American | 
Brass Co., San Francisco, Calif.; A. F. Brick and William 
Schroeder, both of Marshfield, Ore.—Middle picture: A. Abra- | 
| 
| 
| 
| 
' 
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hamsen and J. H. Hansen, both of Astoria, Ore., Joseph Graber, 

Salem, and EF. L. Forsyth, Corvallis.—Bottom picture: Governor 

Walter M. Pierce of Oregon and a friend, William Hanley, 
of Burns, Ore. 

















Sturges & Sturges, Portland, Ore., were low bidders on 
the plumbing contract for the new Hood River high 
school, with a bid of $6,097. Rushlight, Hastorf & Lord 
were low on the heating contract for this building with a | 
bid of $16,443. 

The Zellerbach Paper Company, of Los Angeles, Calif., 
is having plans drawn for the first unit of its proposed | || 
new plant at Southgate. This unit will have 120,000 
square feet of floor space, 50,000 of which will be devoted | Every Knott seat is fully guaranteed and trade-marked 


| for your protection, There is a pattern for every type of 
installation. Finest oak or birch. Order through your jobber 


KNOTT MFG. CO. 


TELE. CLE rNDIANS 


Seat No. 1 
Hinge No. 70 





to the manufacture of folding paper boxes and the re- 
mainder to a corrugated paper department. Equipped, 
the cost of the unit will approximate $5,000,000. 

Jones Brothers, Venice, Calif., submitted the low bid of 
$6,935 and were awarded the contract for the construc- 
tion of a steel frame and plaster swimming pool and 
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is an indispensable 
piece of equipment to 
the plumber who wants | 
to make sure. It is 
easy to use will not 
blow the seals and is 
° compact enough to use 
iM on every job. 





li} BAILEY- FARRELL MANUFACTURING CO. 
a) Pittsburgh, Pa., Huntington, W.,Va. Charleston,W.Va. 
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Eliminate 
Profit Eating 
Service Calls 


by installing The NEW 
KALAMAZOO Water 
Supply System. Then 
you know both yourself 
and your customer are 
satisfied. Fully auto- 
matic and noiscless 
Requires no attention 
except oiling. 


National Water 
Lift Co. 


Kalamazoo, Mich. 


Saleke Sele San 882. SSeS 88a Sesbe Bee Pen Sn 88 Sete len tates’. 
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Thirty Years’ 
| Experience COUNTS 


That’s why Dart Unions 
have bronze to bronze seats. 
don’t need packing. 
are non-corrosive 
and leak proof. 
are sold on an un 


conditional guaran- 
tee basis. 
E. M.DART MANUFACTURING CO. 
Providence, Rhode Island 
THE FAIRBANKS CO., Sales Agents 


Dart Union Limited, Toronto 





Dart T Union 
on the Outlet 





Canadian Factory: 


| 
! ! 
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Tank Fittings of Quality 


1856 ‘*McSHANE’’ 


The ORIGINAL Compound Lever Ball Cock 
Elevated, Low-Down, Top and Bottom Supply 
Tank Levers and Valves 


1926 





McSHANE 
BELL FOUNDRY CO. 


BALTIMORE, MARYLAND 
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| bleacher building at Inglewood Union high school. Th 
Inglewood Plumbing Company was low bidder on plumb 
| ing work on the same school with a bid of $3,523.30. 
Homer Moore, of Weatherford, Okla., has been awarded 
the heating and plumbing contracts on the $38,500 school 
building in that city. 


C. Wallace & C 


Stamford, Tex., have been awarded 
the plumbing contract on the new $125,000 high school 

| building, at Olney, Tex. S. P. Osborn, Fort Worth, Tex., 
has been awarded the heating contract on the building. 


De 


New bids are to be taken on the construction. of a one 
story 30x60 ft. public comfort station at Manhattan Bridge 
Plaza, Brooklyn, N. Y. Joseph A. Guider, president of the 


Boro of Brooklyn, Room 21 Boro Hall, has the matter in 


charge 
Bids will soon be taken on a 3-story school building 
to be erected at Twelfth street and Washington Park, 


— “ EE 


Racine, Wis., to cost $550,000. A. H. Schaefer is secretary 


of the board of education. Plans are being prepared by 
Croft & Boerner, Inc., 1004 Marquette avenue, Minnea 
polis, Minn. 

J. W. Darragh, 201 Fourteenth avenue, Cedar Rapids, 


la., has been awarded the plumbing and heating con- 
tracts on the $1,000,000 hotel under construction at the 
corner of First avenue and Second street in that city, 
for the First Avenue Holding Co., of which J. H. Trewin 





is president. Herbert B. Beidler, 936 North Michigan 
| avenue, Chicago, is the architect. 
| The plumbing and heating contracts on the 4-story 


addition to the Mercy hospital at Council Bluffs, Ia., have 
been awarded to Stephen Bros., 627 Broadway, that city. 
The addition will cost $150,000 and was designed by 
John H. Wheeler, architect, 403 Exchange Bank building, 
St. Paul, Minn. 





The Mesaba Plumbing & Heating Co., Coleraine, Minn., 
was the low bidder for the plumbing and heating con- 
| tracts for the health service building at the State Farm 
| school, Crookston, Minn., with a bid of $6,987. 
715 Capital Bank building, 


C. H. 


| Johnston, St. Paul, is the 











Top picture taken at the recent annual outing of the South- 
eastern Ohio Master Plumbers’ Association: William A. 
Fischer of Columbus, president of the Ohio state association; 
0. D. Hollar, president of the Southeastern Ohio association.— 
Bottom picture taken at the annual outing of the Philadel- 
phin Suburban association: Officers of the association; back 
row, 8S. Wilson, E. N. Sharp and Joseph White, president of 
the Delaware County association; seated: J. Warner White 
and son; M. Dilks and son, and David Sanderson 
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architect and the Pillsbury Engineering Co., 2344 Nicol- 
let avenue, Minneapolis, are the mechanical engineers. 
The Atlantic Plumbing & Heating Co., Atlantic, Ia., 
was the low bidder on the plumbing and heating con- 
tracts for the 3-story court house building to be erected 
at Mt. Ayr, la., with a bid of $8,558. Keffer & Jones, 
204 Masonic Temple, Des Moines, la., are the architects. 
Bids will soon be asked by the board of education, St 
Paul, Minn., on the 3-story Ramsey junior high’ school, 
to be built at Cambridge and Grand avenues at a cost of 
$250,000. Plans are being prepared by Frank X. Tewes, 





city architect. 

Ellerbe & Co., architects, 692 Endicott building, St. 
Paul, Minn., are preparing plans for a 13-story clinic 
building at Rochester, Minn., for the Mayo clinic, of 
which Dr. C. H. Mayo is president, to cost $3,000,000 
including hospital equipment. 

A 4-story sisters’ home and chapel will be built at 
Rochester, Minn., for the Sisters of St. Francis, to cost 
$300,000. 








P. H. Phillips, 4514 Arden avenue South Minneapolis At the annual convention of the Tennessee Master Plambers' 
Associntion, held recently at Chattanooga.—Top picture, left 


Minn., wi a 3-s y apar , al ¢ . /e- 
agp will bulld a 3-story apartment hotel at Fifth ave to right: Mrs. Luke Dearing, Memphis; Mra. Geo. C. Jones, 
nue South and Grant street, The architect has not as Chattanooga; Mra. J. B. Allen, Chattanooga; Mra. W. D. Swaim, 
president, Chattanooga Auxiliary; Mrs, J. L. Evans, Memphis; 
Mra. John Kelly, Chattanooga; Mra, P. D. Cotter, Chatta- 
rv » » ‘ » ‘ a (vA 7: 
The James Leck Co., 211 South Eleventh street, has nooga, and Mrs, J. H. Tutt, Memphis.—Bottom pieture: Chat- 
been awarded the general contract, the Belden-Porter tanooga delegation with Henry KE. Longley, at that time Na- 


Co., 65 North 17th street, the contract for plumbing and (ional President, and Secretary-Manager Wm. G. Bergner 
of the Trade Extension Bureau 


yet been selected, 


heating and the Langford Electric Co., 511 South Third 
street, the electric work on the addition to the John Deere 
Webber public baths, Camden Park, Minneapolis, Minn, t® cost $75,000. Magney & Tusler, Inc., 126 South Ninth 
Improvements include enlarging the diving pools, double ‘'reet, are the architects, 

locker room space, new pump and filtering equipment and The Montana 
heated city water to replace water from Shingle creek, the contract for a central heating plant 


Deaconess school, Helena, Mont., has let 


Your Trade'Pays 


For Results 


The Keystone Reverse Trap 
Combination costs a few cents 
more than a common washdown, 
but it’s worth it. The added 
water surface, strong flush, and 
large open trap make this the 
ideal combination where results 
covnt. 
Write for the latest Keystone 


Catalog showing the com- 
plete line. Do it now! 


9 SON 8 te oO Tee 


KEYSTONE POTTERY 


TRENTON , N.J. 
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Bath a Day ovement 


if recetve mquirtes from school 


imost ¢ , fa im the Wee ‘ 
lea hers milercst fam recen tn] the kind of material represented 
hy “The Story of the Bath” for use 


in the class room, Of the 160 cities 


and towns in which “The Story” is 
now used as supplementary reading, 
many of these cases grew out of just 
such inquiries, followed up by an 


maressive association secretary, or by 
an aggressive local master plumber. Every week we will print in 
this column a list of the towns from which inquiries have been 
received in the hope that such inquiries will be aed on by one 


if our readers where the request originates 


URING the last week we have received inquiries 
D from the following places: Parnell, Mo.; Suther- 
land, Nebr.; Redlands, Calif.; Martinez, Calif.; 
Lesueur Center, Minn.;: Taylor's Island, Md., and Good- 
rich, Kans 
If you are interested in arousing, quickly and econom- 
ically, a community interest in matters of sanitation, get 
in touch with us for the name of the teacher making 
inquiry. We will tell you how to capitalize this inquiry, 
either as an individual, or through your association. 
If you can interest a large section of the school children 


of your community in the healthful effects of more fre- 
quent bathing, you may be sure that you will see the re- 
sults, for children of school age exert a great influence on 
home standards, It is frequently through their demands 


that improvements in the home are made. Once center 


















Radiator 
Shields 


ere an inexpensive means of pro- 
tecting{walls and draperies from 
flying dust and dirt caused by the 
heat rising from radiators. The 
back extends to baseboard 





May be had in several 


Mahogany, and flat colors. 
Humidifier also provided 


when desired. 


Wr wht Grilles 

Ri nclosures 
Raaiator Shields 
Raciator Brackets 
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and the cutee iad © Wea. 
ay be had 1 « STEEL 
can Walnut, Red or Brown PRODUCTS 


Bulletins on all H & C Products, indexed for A. I. A, filing aystem, may be had on request. 


THE HART & COOLEY CO.., New Britain, Conn. New York Philadelphia Chicago 
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the child's attention on the bathroom and inadequacy of 
its equipment in the average home will quickly become 
apparent 

If the name of your city is in the list above, write us 
for particulars, 

OREGON OFFICIALS TOUR STATE 

Cc. J. Kelly, president of the Oregon Master Plumbers’ 
Association, and H. T. Sherriff, executive secretary, are 
on a tour of eastern Oregon, the first trip this year since 
Mr. Kelly assumed office. This will be in the nature of a 
goodwill tour for association activities, and is following a 
precedent of the Oregon association which each president 
loyally observes. These trips in the past two or three 
years have been most successful in building up member 
ship and a fraternal spirit in the organization, and Pres- 
ident Kelly has the support of the association in all such 
progressive purposes. 

While on this trip Mr. Kelly and Mr. Sherriff will take 
in the famous round-up at Pendleton. 

ADDRESSES PORTLAND ASSOCIATION 

The Master Plumbers’ Association, Portland, Ore., at 
their meeting September 7 were addressed by G. B. Her- 
ington, president of the A. G. C. of Portland. Reports 
from the master plumbers are that it was one of the best 
addresses ever given before their association and that it 
was highly inspirational in character. ‘‘The only hope for 
the betterment of conditions in industry is the education 
of the individual,”’ said Mr. Herington. He also gave 
some excellent advice on figuring profit and making ample 
provision for overhead and incidentals in bidding on con- 


tracts. 










Radiator 


Enclosures 


are made in a number of different 
types most attractive in appear- 
>) ance. The last word in utility and 
complete protection for wall 
and window coverings. 
Their sturdy construction 
and beautiful finishes in 
American Walnut or Ma- 
hogany (or in flat colors) 
make them a most desirable 
additontoany room. Made 
for all sizes of radiators. 










Warm Air Registers 
Cold Air Faces 
Ventilator Plates 
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OUR ILLUSTRATION CONTEST 

Below we print a number of familiar sayings Submit 
your idea of what kind of a picture would best illustrate 
any one of the sayings. We'll have our artist draw the pic- 
ture according to your specifications. 

Suppose, for instance, we want to illustrate the saying: 
“A smile broke out on his face.” Your request for the illus- 
tration might read something like this: “Show a man's face, 
his lips parted in a broad smile, two middle teeth, upper and 
lower missing.” If you have another idea for illustrating 
this statement, send it along. 

Here are a few more to work on: 

“Four out of five have it.” 

“Believe me or not, I'm waiting for a street car.” 

“He rapped out an order,” 

“He broke the bank.” 

Let's have some good suggestions Our artist is ready to 
make some corking picture cartoons, 

The Prize! The Prize! 

To the lucky prize-winner will be sent the original draw- 
ing. If more than one wins, each will receive our artist's 
original drawing. Think cof being able to hang it on the 
wall in your office. 
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BEST QUALITY at 
RIGHT PRICES 


‘‘Always Reliable’’ 
Torches and Furnaces 


Made in all sizes and grades. Write for 


| 


NOW THAT SCHOOL HAS OPENED 
Teacher: “It's only because I love you that I punish you.” catalog illustrating and describing en 
Pupil: “Wish I was big enough to return your love.” tire line—FULLY GUARANTEED 
L. N. M., Waterloo, Ia Oo ae Most jobbers carry them in stock. Others 
mnie will gladly order. 


FAMOUS LIMITS 
fwelve-mile OTTO BERNZ CO. INC., Newark, N. J. 
Fifteen-mile Stocks in Newark, N. J., New York City, Chicago and San Francisco 
Two-bit Offices in Newark, N. J., New York City, Chicago, Fort Worth, Denver 











Helena, Mont., San Francieco, Los Angeles, Seattle and St. Thomas, Ont 








BUYING AN AUTOMOBILE 
The salesman steps on the gas, accelerating from nothing 
to sixty miles an hour in a couple of seconds, very nearly 
causing the head to snap off short and fly out the back 
window. He stops the car in its own length, jamming the 
prospect's nose against the windshield. Shows how car can 
be turned “on a dime” without skidding, throwing the pros- 
pect against the door, dislocating right shoulder, brulsing 
right temple and causing prospect to bite tongue. Almost 
drives prospect's head through top of car showing how easily 
it takes the bumps. And the unconscious prospect signs on 
the dotted line. 














Cutting 
Time Cuts Cost 


That’s why Phillips Self-Drilling 
Expansion shells are so practical. 
The shells drill their own perfect fitting | 
holes and are practically self - installing 
Once in place they cannot pull loose. Made 
in all sizes for strap hangers, pipe hangers 
and rod hangers. Write for details . NOW 


PHILLIPS DRILL COMPANY 
1537 Cortland St. 18 Chicago 





No, Horace, steel wool isn’t clipped from hydraulic rams, 
L. B. 8., Chicago, 
THE SOLDIER 

As a general thing the soldier is not highly thought of by 
thoughtless folks. Yet how many can live the Spartan life— 
up with the sun; long marches, when that same sun is biting 
like acid, with galling pack-straps cutting into aching 
shoulders; and at the end of the march, when you and I are 
snug in comfortable beds, “walking post” in the damp cool- 
ness which, after the heat of the day, is only another form of 
torture; perfect obedience rendered to sometimes unreason- 
able superior officers. And when trouble does come the 


thoughtless ones line the streets to cheer the men who are “Home is where the Hart is’”’ 


marching out to—what? Days and nights of horror, a life 
hardly above that of the beasts of the fleld and at the end, 


enn ee +S ee On. BURNER 


THE ADMIRABLE SERVANT } 
DOCTOR: “Well, John, what is your master's temperature 


> '| HART ELECTRIC ICER 


BUTLER: “I wouldn't like to say, sir. He died during the 


night.” T. M. M., New York, | 
| W. B. WILDE CO., Peoria, Illinois 


| 
| 
i 
{ 
It takes a spanking breeze to get the average boy to school | 




















DRILLING... 
SION SHELL, 


JON SHELLS | 




















“SY” SEZ 
Our newspaper printed this headline the other day: “Man 
accused of stealing flees from policeman.” 
“SY” MARTIN, Owensboro, Ky. 
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The Base Drain saves 
sub-trenching: pipe 
supports wedge solidty 
between base drain 
sections. Note the wide 
open set-up for laying 
and insulating pipe 


It Costs Less 
to Install It 


Actual experience on thou- 
sands of jobs has shown 
that Ric-wiL can be in 
stalled in less time and at 
less total cost than other 
systeins 


For Ric-wil. requires no sub-trench or broken stone 
foundation, which means it won't settle and crack open 
the conduit. The set-up is easy, open, and foolproof. 
Base drain lays in like a row of dominoes, pipe sup 
ports are simply wedged between sections of base drain 

25 times quicker than concrete supports. Joint 
cementing is last, a run at a time. 


Write for catalog illustrating the exclusive 
engineering features that make this saving 
of time and money possible 


THE RIC-wIL Co. CLEVELAND, OHIO 


Ricitiwil 


UNDERGROUND CONDUIT 

















ROTHERY 
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ON THE NEXT JOB— 


try Smith Bros. nipples. They’re made right 
to make up right—uniform, accurate, clean. 
Packed in handy cartons of assorted sizes. 
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UMMER has just about come to an 
~ end, and we are fast approaching 
| - the fall season. There are two outstanding reasons 
| why this js the proper time for plumbing and heating 

contractors to go after new business. In the first place 
| the fall season is an unusually opportune time for selling 

new heating systems as, with the arrival of the cool 
| evenings that are characteristic of this time of year, people 
recall the difficulties they experienced in heating their 
| homes last winter. The fact that we are now nearing the 

time when finis will be written after 1926 is warning 
| enough in itself for most business men to buckle down to 
| hard work in an attempt to make even a better showing 
| in their business than was made last year. 

Although people are in a receptive frame of mind right 
now for new plumbing equipment, and heating equipment 
especially, it is necessary to point out to them the advan 
tages that a new system has to offer. About the only 
way this can be done is by advertising. While manufac 
turers do a great deal toward making their products 
known to the public, it is up to the contractor himself to 











| 
| 








Black or galvanized — 14" to 12". 





Ask your jobber. 





SMITH BROS. NIPPLE WORKS 
HAMBURG PENNSYLVANIA 
H. J ania District Sales Manager 
810 Morris Bidg., Philadelphia, Pa. 


make himself better known in his community. A sys- 
| tematic advertising campaign in his daily newspaper, 
| bill-board and direct-by-mail advertising will help to 
bring this about. 
We furnish a much less expensive means of advertising, 
| than those mentioned above, in Blackboard Epigrams, al- 
though we do not claim that they can take the place of 
the other forms of advertising. Blackboard Epigrams 
| should be used for the purpose of attracting the passer-by 
to the display window. They carry a certain personal 
| touch that soon leads people to feel that they really know 
| thé man who is putting the epigrams in the window. If 
} you can bring about such a feeling in your town you will 
| find it a great help to your business and before long you 
| will be one of the best known plumbing and heating con- 
tractors in town 
Below are seven epigrams to fill your needs for next 
week: 


If a man fails once he begins to believe in luck, 
. . . 
| It usually takes all the time there is to be a big success. 
| * « . 
Why isn't a medical glass a sanitary measure? 
- + + 
He who laughs best doesn’t have the laugh on him. 
. . . 
A floating debt isn't a success as a life preserver. 
. s - 


Men who shake hands the hardest are the hardest to 
| shake. 
* * * 


You can save yourself a lot of trouble by not borrow 
ing any. 
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You wouldn't try to. 

When you want a quality article you expect to pay a 
quality price. 

Sherwood “66” Ball Cocks cost a little more than the regular 
kind, but the difference in quality and performance is 
tremendous. 

A Sherwood Ball Cock has fewer parts and consequently 


operates with less friction. It closes positively and smoothly 
on any city water pressure without whistling or squealing. 


One pin holds all the parts in place—a big time and labor 
saver when repairs are necessary. 


Ask your jobber 
SHERWOOD BRASS WORKS 


JEFFERSON AND MT. ELLIOTT AVENUES, DETROIT, MICHIGAN 
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End Your “Top Floor” Troubles | 
—when other valves fail to function, due to low pressure i 

and small volume of water 





—with the 


a, 
atrous 


Flush Valve | 


HEN the valve is in position on the 
bowl with which it is to operate, and 
the water pressure turned on, the simple turning 
in or out of the regulating screw (A in diagram) 





BEE EL PND fina ar 




















supplies the exact amount of water needed to S eg wy ddlttitpys. 
make the closet bowl flush perfectly. This 4, Letrorrey 
adjustment, when made, remains permanent. \ na, j 
No adjustment is necessary to take care of ‘ 
variations in water pressure. 3 
Every time the valve is flushed, the plunger B : 
is raised off its seat C, leaving an opening through ‘ 
which grains of sand, etc., can be washed out of : 
the port. s 
Having a 25% larger diaphragm-area in the 
control chamber, the Watrous valve functions & 
perfectly under low pressure conditions where : 
other valves fail. ‘ 
Having a larger water-way per second of opening, ¢ 
the Watrous valve delivers water with sufficient : 
volume and “‘punch” to flush a bowl in spite of 
unfavotable conditions. When the volume of ¥ 
water supplied to the valve is not sufficient to ‘ 
enable competitive valves to effect a flush, the é 
Watrous valve will do so. é 
PLUMBING DIVISION i 
Watrous Flush Valves — Duojet Closets — Self-Closing Basin Cocks — Combination : 
Lavatory Fixtures—Pop-Up Wastes—Liquid Soap Fixtures, etc. é 


THE IMPERIAL BRASS MANUFACTURING COMPANY || 


1231 West Harrison Street CHICAGO : 
BRANCH SALES OFFICES ‘ 

: Room 514, 51 East 42nd St. R. J. Shank, 724 Grand Ave. Wm. P. Horn Co., 237 Rialto Bldg. y 
: New York, N. Y. Des Moines, Towa San Francisco, Cal. EH 
a Chas. S. Anderson Ey 
5 H. D. Tuck, 404 Marquette Bidg. 6614 Minne Lusa Ave. L. C. Coombs, 1234 8. Broadway fe 
; Detroit, Mich. Omaha, Neb. Los Angeles, Cal. # 
W. E. Blair, Jr., c/o Coronado Hetel 924 Metropolitan Life Bidg Wm. P. Horn Co., L. C. Smith Bldg. 

St. Louis, Mo. Minneapolis, Minn. Seattle, Wash. : 
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Plumbing Department E 7 . 
1,596,429. Valve-Actuating Mechanism for the Tanks Oil-Burning Boilers 


of Water-Closet Apparatus. William U. Griffiths, Llan- 
wellyn, Pa. In valve actuating mechanism for the tanks C F l Bill 3 % 5 % 
of water closet apparatus, the combination of a valve, ut ue U 0 (4) to 0 Oo 
means for pivotally supporting the said valve, a post hav- 
ing rigid connection with and extending upwardly from 


the said valve, and a pivoted swinging actuating bar which GE ¥ I N O N TH I S 


is adapted when moved in one direction to slide over the 


upper end of the said post without actuating the same and MODERN BO I LER 


when moved in the opposite direction to cause swinging 
movement of the said post and the said valve, substan- 
tially as described. 





























1,595,741. Flushing Device for Water Closets. Samuel 
Sweeney, Sharpsburg, Pa. A device for the purpose set 
forth comprising in combination with a flush device pro- 
vided with a flush member adapted to be depressed and a 
closet seat having an elevating element and a rearwardly 
projecting lever fixed to said seat, a pair of brackets 
mounted on said device, an actuating rod slidably mounted 
for vertical movement in said brackets, and pivotally con- 
nected to said lever, the upper end of said rod being 
slotted, a spring controlled latch pivotally mounted in 
said slot and adapted to operate said member when said 
rod is shifted downwardly by the elevating movement of 
said seat, said latch formed with an arm, an adjustable 
stop carried by one of said brackets and adapted to engage 
said arm to disengage said latch from said flush member, 
and means for automatically returning said latch to the 


operative position when said seat is depressed. 
‘+. FOR STEAM, WATER 
1,595,876. Thermostatic Controller for Gas Water VA POR, VACUUM 


Heaters. Bernard Ryan, New York, N. Y. In a thermo- 





The “‘Aristocrat’’ of all Heating Devices 


Domestic Water-Heater Built In 
aI L ] 





Now installed in more than half the states 
of the U. S., also in Canada. All giving 100%, 


satisfactory service. 








| 
| 
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Sold Through the Heating Trade 
on Exclusive Local Sales Franchise 
Plan. A Finance Plan to Help You. 





1.308.876 MANUFACTURED BY 
990,569. 


static controller for gas water heaters, the combination BRYAN STEAM CORPORATION 


with the water container having an opening therein, of a PERU, INDIANA, U. S. A. 
closure for said opening formed of a metal not subject to 


electrolysis with respect to copper when in contact with 


serene rem oa 


ee 
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The 
Sentinel 
Stays 
Sold 
On 
Service 


Rendered 























PATENTEO 


| The ho:sehold with a SENTINEL is your 
customer for life; Because it saves gas, time 
and worry for the owner; Because it costs 
less than half what other automatic appli- 
ances cost; Because the first cost is abso- 
lutely the last. It shuts off the gas—never 
forgets. YOU NEVER have to SERVICE 
the SENTINEL—once installed—FORGET 
IT. 

See your Jobber or write us direct. 


| THEZOVEN EQUIPMENT & MFG, CO. 
New Haven, Conn., U. S. A. 
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| water, a copper thermostatic member secured in said 
| closure in contact with the water, a casing of die-cas' 











Don’t Buy Cutter Wheels 


TO PLEASE A SALESMAN 


BUY THEM TO CUT PIPE 


An ordinary pipe cutter with a 
“Geoed" wheel and pin will CUT 
Regular € BETTER thanthe very best cutter 
Sails made with any other wheel. Try 

it if you are not already using 
Blade = them. Don't lose out on a good 
Wheel journeyman by having the wrong 

part of the cutter the best 


IT’S THE WHEEL THAT DOES THE CUTTING 
USE “GOOD” GOODS EXCLUSIVELY 
It Places Yousand Your Work in a Class byltself- IT PAYS! 


The value of the best workman is only equal to the mate- 
Don't risk your good name on uncertainties 


“GOOD” 
ADJUSTABLE 
FULLER BALL 


Positively makes 


“GOooD" 
Sawtooth 
Knife 
Blade 
Wheel ' 


*GOOD" 


rial he uses. 


y Good 
“VELVET SEX 
TANK BULB 


Fuller repair 
profitable 


‘“GOOD”’ 
VELVET SEAT 
BULB 


The best of all 
seals 
Tight everytime 


“GOOD” 
ALL SERVICE 
lon ERY Iie], | 
All Compression 


Quich Pression 
Noteoft nothard 


‘““GOOD”’ 
AIR CELL 
FLOAT 


Double buoyancy 
Helps Ball Coches 
to shut tight 


30 years’ use of ‘Good’ Goods by the trade has proven aliof the above Order Today 


GOOD MFG. CO. Inc. 


SAN FRANCISCO 


NEW YORK 


NIAGARA FALLS, CAN 





metal supported by said closure out of contact with th: 
water in the container, and a control mechanism in said 
casing operatively connected with the thermostatic mem 


ber. 
. * . 


1,596,841. 
Other Purposes 


Supply of Hot Water for Domestic and 
Clarence Harold Lauth, London, Eng 


| land. A system of hot water supply for domestic and 


other purposes comprising in combination with a tank and 
a heater, a circulating conduit including a valve casing, 
concentrically arranged pipes between the casing and tank 
one of which terminates near the top and the other near 
the bottom of the tank, a heating pipe section communi 
cating with the casing and arranged in heat transfer rela 
tion to the heater, a withdrawal pipe leading from the 
casing, a valve mounted within the casing, a handle con- 
nected to the valve and positioned exteriorly of the tank 
and casing which when it and the valve are arranged in 
one position water is allowed to circulate in the conduit 
and when in another position circulation is cut off and 
hot water from the tank is allowed to be withdrawn along 
the heating means in the same direction as the direction 
of circulation. 








1,695,311 


1,595,311. Combination Lavatory Faucet. Philip Muel- 
ler, Decatur, Ill, assignor to Adolph Mueller, trustee, 
Decatur, Ill. In a fixture of the class described, the com- 
bination of a faucet, a removable nipple connected at one 


|} end to said faucet and having a hose connection at the 


other end, a hose supporting standard carried by said 
nipple, and an adjustable connection supplemental to said 
nipple connection adapted to maintain said nipple and 
standard in a predetermined position relative to said 
faucet. 

+ > * 

1,596,863. Extension Pipe Joint. James E. Albinson, 
Washington, D. C. A pipe-joint, comprising a pipe sec- 
tion provided with a recess opening without effective ob- 
struction in one axial direction throughout its circumfer- 
ential extent and limited in the opposite direction by a 
cam surface, and a second section insertable axially into 
said first section and having a projection engaging said 
cam surface, whereby rotation of said second with respect 
to said first sections varies the over-all length of said joint, 
and said second section and its projection being axially 
removable from said first section and its recess respec 


tively without relative rotation 
* . * 


1,597,627. John J. 
Bertanyi, Roxbury, Mass. In a faucet of the character 


Faucet. Sellinger and Leslie 


| described, an elongated body of hollow formation provided 








September 25, 1926 DOMESTIC 

at one side with an outlet and provided at its lower end 
with a bore, a tapered seat located at the upper end of 
the bore, a cap detachably engaged upon the upper end 
of the body and having a conical seat therein, said body 
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1,596,863. 
internally threaded at a point above the outlet, a stem 
within the body and carrying a head at its lower end co- 
operating with said first named seat and of corresponding 
formation, a threaded enlargement on the intermediate 
portion of the stem screwed into the threaded portion of 
the body, said stem terminating at its upper end in a 
squared extension, a handle member having a shank rotat- 
ably mounted through the cap and terminating in a conical 
portion bearing against said second named seat, said 
conical portion having an extension thereon formed with 
an angular socket receiving said squared extension, and 
spring means normally urging said second named conical 


portion to its seat. 
+ . o 


1,596,893. Combined Strainer and Stopper for Basin 
Outlets. John Schifter, New York, N. Y. A device of the 
class described comprising a perforate tubular member 
having one end open to fit in an outlet and to serve as a 
strainer and the opposite end closed by a transverse end 
wall to serve as a plug to enter an outlet with the per- 
forate portion extending upwardly above the outlet. 








1,596,894. Outlet Strainer. John Schifter, New York, 
N. Y. A device of the class described comprising a base 
having a seat, a perforated casing secured to the base, a 
valve to close against the seat, and an operative member 
for the valve movably supported by the casing above the 
valve to unseat the valve. 

* * . 

1,596,987. Water Heater. James P. Morley, Michigan 
City, and Fred E. Birtch, La Porte, Ind., assignors to 
Bastian-Morley Co., La Porte, Ind. A water spreader 
having a bottom surface to be directly exposed to the 
flame, a portion of said surface down-sloping from its 
margin toward its center, said spreader having other walls 
which, together with said bottom, bound a main heating 
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There’s 
a Thousand Buyers— 


Waiting for You!: 


Right in your neighborhood—-there are 
a thousand kitchens without a KATCH- 
ALL. Every one is a sale! Women 
have but to see the Kitchen KATCH 
ALL to buy it. 

Every woman wants a sanitary, odor- 
less receptacle, that 1s out of the wav 
when not needed, for kitchen refuse. 
No more stained sinks—nor unsightly, 
unsanitary mess in her sink. 


Big Profits Ahead! 


This attractive highly polished, high-grade 
aluminum receptacle has an odor-tight cover and 
inner stramer Swings from a tinned wrought 
iron bracket that readily clamps to drain pipe 
Makes an ideal gift. Every woman who owns on: 
helps sell another. Send your jobber’s name and 
$2 for prepaid sample. 


THE OHIO METAL UTENSIL CO. 


GREENWICH, OHIO 
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KITCHEN KATCH-ALL 


The Sanitary Under-the-Sink Strainer 
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chamber having a hot water outlet from its upper portion, ° 

and also bound a cold water intake passage, said intake Heating Department 
passage extending downwardly and inwardly, following 
the down-sloping portion of the bottom wall, and at its 
lower end opening into the main heating chamber adjacent 


1,596,577. Oil Burner. John S. Burns, New Orleans, 
La. An oil burner comprising an outer tube, an inner 
2 tube concentric therewith, said tubes defining fuel and 

the central bottom portion of the latter. 
. % fs steam passages, a burner tip carried by said outer tube, 
33 an orificed mixing cone carried by said inner tube, a re- 


1,597,008. Hot-Water Heater Fred W. Birtch, La : ‘ 
‘ : duced extension concentric with said mixing cone, a fitting 
Porte, Ind., assignor to Bastian-Morley Co., La Porte, Ind. 





oe 





> an “ 7 4,596.577. pa 


carried by the other end of said outer tube, a steam 
nozzle having its end within said outer end of the outer 


rl oittnssinncpets nglky eoae 


tube, baffling means comprising a plurality of disks ad- 
justably arranged in the fuel passage and a transverse 
pin carried by said burner tip for intercepting the passage 
of the atomized fuel. 








. - . 

1,596,914. Pipe Clamp. Ralph W. Philbrook, Sher- 
man, Calif., assignor to Philbrook Spring Pipe Clamp 
Company, Los Angeles, Calif., a partnership composed of 
R. W. Philbrook, M. F. Prescott, C. B. Meskimons, and 
J. R. Preseott. In a pipe clamp the combination of a 
split ring of band metal having the end portions thereof 
bent backwardly upon the body of the metal adjacent the 
respective ends in loop shaped formation, the extreme 
A thermosiphonic fluid heating unit having an unob- ends of the loops of said rings, being reduced, and the 
structed chamber bounded by two oppositely concaved body of the ring adjacent said reduced ends being pro- 








7 





° 1.596 987 


heat transmitting walls, a plurality of tubular inlet pas- vided with openings for receiving the reduced ends of 
sageways radiating from a point above said chamber and said loops in an anchoring relation therein, said loops 
communicating at their outer ends with said chamber. at the ends of said ring having slots extending inwardly. 








The C & § Shower Shield | 


specially made for use where the 
shower is not in a separate com- 


partment. As smart as the well- 
known C & § Shower Door — 


heavy nickel silver or nickel-plated 
brass with 14” plate glass panel. 
Swings either way. Details upon 
request. 





Order from your jobber 


CRIST & SCHILKEN CO. 
500-508-37th St. 3 Pittsburghe Pa. 


PTE CET ig at INST S “ 


SS " = 





SEN: faint AE Mie NM OAT Ree Se ga 
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1,597,584. Closed-End-Boiler Stand. John J. Divekey, 
Aurora, Ill. In combination with a range boiler having 


the bottom wall thereof provided with an integral central 
part of increased thickness, said part extending inwardly 
and outwardly beyond said wall and provided with a 
threaded opening, an integrally formed hollow base and 
pedestal, said pedestal tapering from its lower to its upper 








1,597.584 


end and having its upper end screw threaded and posi- 
tioned in the opening in the bottom wall of the boiler, and 


said pedestal having its upper end closed by a well formed 


integrally therewith and provided with an outer convex | 


surface to facilitate threading of the pedestal into said 


opening. 
+. . + 

1,596,970. Radiator Siphon. Otto W. Heise, Phila- 
delphia, Pa., assignor to Manning, Maxwell & Moore, Inc., 
New York, N. Y. A device of the character described 
comprising a bottom part provided with means for attach- 
ing it to a steam boiler, said bottom part having a passage 
adapted to communicate with the interior of the boiler, a 
top part having means for supporting a pressure gage, said 
top part having a passage adapted to communicate with 
the pressure responsive element of such gage, a tube hav- 
ing its opposite ends disposed in said passages, respec- 
tively, the tube providing a conduit connecting said pas- 
sages, and an apertured shell surrounding said tube to 
protect it from injury, said tube and shell forming the 
sole support for said top part whereby heat conduction 
from the bottom part to the top part is minimized. 
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1,597,027. Oil Burner. Frank S. Egloff, Riverside, 


Ill., assignor of one-half to Richard Tedd, Riverside, Ill. | 


An apparatus of the kind described in which is comprised 
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| 
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a burner head having adjacent its base an annular trough | 


surrounded by a wall whose upper edge is outwardly 
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| 
| Plomb Tools | 
~- 
Plumbers 
Hand Forged | 
| A special shaped 


tool for every 


plumber’s need. | 


No. 


cc 
Ceiling Calker 


Ask your Jobber to show you | 
PLOMB Right and Left, Long, | 
| Offset, Short, Ceiling, Elbow 
and Plumbers’ Calking Irons. | 


PLOMB TOOL COMPANY 


LOS ANGELES 


| CHICAGO (Complete Stock) 
627 West Washington Blvd. 


In NEW YORK 


$2.50 per day 
GOES A LONG WAY 


NEw YORK ‘is just as expensive 
as you make it! 














* You enjoy genuine comfort and 
the utmost in convenience for as 
low as $2.50 per day when you 


stop at the Hotel Martinique. 


Located in the heart of the city, 
the Martinique offers to every 
discriminating traveler the op- 
portunity to live right at the 
right price while in New York. 

Please investigate Martinique 
Service. It’s worth your while 
and we're more than anxious to 
prove that the Martinique really 
offers ‘‘The Best Without Extrav- 
agance. 





A. E. SINGLETON, 
Resident Manager 


HOTEL MARTINIQUE 


Affiliated with Hotel McAlpin 
Broadway—32nd to 33rd Streets 
NEW YORK CITY 


REE 0 see 








116 DOMESTIC ENGINEERING September 25, 192 





flared, a frame in which the burner head is supported 


In Minneapolis you should choose as having hollow circular walls providing an annular cham 


your temporary home the _ beautiful 


Radisson 


The Radisson maintains its 
leadership among Minne- 
apolis hotels by continually 


ber therewithin, the upper edge of the inner wall ter 
minating short of the flared edge of the trough wall and 
the outer frame wall being extended upwardly past said 
flared edge, then inwardly and downwardly below said 
edge to terminate within the trough, a passage being 
thereby provided for the travel of air upwardly through 
the frame chamber, wherein it is deflected outwardly by 
the flaring edge of the trough, and then inwardly and 
downwardly by the curved upper portion of the outer 








creating and adopting the - frame wall whereby the air is discharged into the trough 
newest in comfort convenience and lux- adjacent the base of the burner head, substantially as 
ury. The charges remain moderate. Geacribed a 

RATES $2 PER DAY AND UPWARD 1,597,014 Radiator Arthur B. Campbelt and Irving 








L. Brownell, Orland, Calif A radiator of the character 





described comprising a series of vertically arranged tubu 
lar members, a header connecting the upper ends of said 
members, a header connecting the lower ends of said 


FIREPROOF 


members, means for applying heat thereto at the lower 
ATLANTIC el N.J. ends of the members, an expansion pipe above and parallel 


PREFERRED-- to said upper header, pipes connecting the ends of the 


7 expansion pipe with the tubular end members, and filling 
pond pe! Bye hawk in autumn and all seasons ind vent pluge on each end of the expansion pipe. 





by thore who know and want the 


a best either upon the American of 
Horseback Riding European plan and sensible rates 
Roller Chairing withal 
on the Boardwalk For the Breakers Guests 

Ocean Piers Health Baths @¢ Golf Privilege® 

Swimming Pools Afternoon Teas 

‘ ) 

ieee Orchestra Dancing 


Garage on Premises 
Motoring 


JOEL, HILLMAN 
etc., et President } 
JUL IAN A: HILLMAN AS 
President Pity 
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G 
THE DIFFERENCE : 


IN FAVOR OF 


The “STANDARD” Nl 


GAS SAVING BURNERS saan --777 SE 

















isin th» high heat generating quality. The gas saving, 1,597,044. Oil Burner. Thomas A. Biggs, Sioux City, 
and the flexibility of control We've made them lowa In an oil burner, a bowl, a mass of porous refrac- 
for years Write for price pamphlets and discounts. tory material therein, a plate embedded in the mass near 

. the top thereof and spaced from the sides thereof, means 

tandard Heating and Radiator Co. for feeding ofl into the mass below the plate, means for 
220 Penn Avenue, Pittsburgh, Pa. rotating the plate, and an agitating finger extending from 








the plate into the mass 
















PIPE CUTTING AND THREADING MACHINES 
Give Full Length True Taper Threads 


Very few moderate price machines are equipped with dies of sufficient width to 
give such threads narrow die gives a taper the width of the die and the rest of 
the thread is straight. 

A round peg will go into a square hole but it isn't a good fit. Neither is a com- 
bination of a straight and taper thread a good fit in present day fittings. Save 
for yourself much fa bor in the make up by using the new Curtis which gives you 
the proper tapered thread the entire length 

COMPLETE LINE — HAND - BELT - ELECTRIC Ranges 4-2” to 8-16" 

THE CURTIS & CURTIS CO., 318 Garden Street Bridgeport, Conn. 


Most Threads Per Dollar Invested 
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8 cents for each word including heading and address. 


insertion. One inch $4.00. 


Count seven words for keyed address. 
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Classified Advertisements 


Minimum $2.00 for each 


Cash must accompany order. Copy should reach us eight days in advance. 





Situations Open 


Wanted—Fifty salesmen throughout 
the United States, experienced, selling 
plumbing goods through architects, 
jobbers, ete. Positively the best arti- 
cle of ite kind on market. Excellent 
opportunity for the right men to make 
big money. Give full particulars first 
letter. Address Key 671, “Domestic 
ineering,.” 1900 Prairie Ave. Chi- 





SALESMAN — MANUFACTURERS’ 
agent or plumbing supply salesman 
to sell jobbers. Attractive commission 
basis. Protected territory In your 
reply state territory covered, age, ete 
Address Key 679, “Domestic Engineer 
ing,” 1900 Prairie Ave., Chicago 
STEAM FITTERS OR APPRENTICES 
desiring a business of their own, on 
very small capital, are offered an op 
portunity to take exclusive territory 
sales on reliable line of Steam Special- 
ties Articles offered are New, Novel, 
ractical and Guaranteed Address 
Poeppel Novelty Works, 1800 Berenice 
Ave, Chicago, 
MANUFACTURERS' REPRESENT 
atives: In every section of country 
to handle a new product with Immense 
potential possibilities in the heating 
field Only those well established 
with ethical wholesale jobbers will be 
considered Full co-operation and ex- 
clusive territory under contract. Write 
tox 88, Blue Island, Ill. 
—_— 
WANTED EXPERIENCED PLUME 
ing supply salesman by large prom 
inent manufacturer of plumbing fix- 
tures Must have wide acquaintance- 
ship among Chicago plumbers. Only 
energetic, capable producers will be 
considered When replying give full 
details as to experience, age and.asal- 
ary expected Address Key 681, “Do- 
mestic Engineering,” 1900 Prairle Ave., 
Chicago, 


Situations Wanted 


A GOOD LICENSED PLUMBER AND 
fitter wants steady position with re 
liable firm until April first. $40.00 per 
week, Address Key 682, ‘Domestic En 
gineering,” 1900 Prairie Ave., Chicago 
Miscellaneous 


ESTIMATING BLANKS, JOB TICKETS. 

weekly time sheets, contracts, illus- 
trated stationary, etc., for plumbers our 
specialty. Reasonable prices, good 
work, prompt service. We pay postage, 
Samples and prices by return mall. L. 
Fink & Sons Co., School Building, 
Laurel Springs, N. J. 7-31 








In the mad scramble for business the 


contractor who stands aloof may 
have cause to regret his inaction, 
for your business will cease to 


show a profit if you suffer a curtail- 
ment of 20% of your sales volume. 
It is my business to assist you with 
the problem of meeting competition 
and it 


on a more profitable basis, 
will pay you well to subscribe to 
the service rendered by this office. 


Address your inquiries to 


John Reinartz 


Counselor on marketing & sales 
problems 


255 West 113th St., New York, N. Y. 


oO} 
ion 


LINE 


Commie 


COMPETITIVE 


brass 


WANTED 


plumbers goods, 


basis, by established Manufacturer 
Representative, Territory, Haltimore 
south and southwest Address Key 
HS0, Domestic Engineering,” ivo0 
lvrairte Ave., Chicago. 


PLUMBERS’ BIN LABELS 


@ 1ii 
RED. ELLS 


Send for samples and pricee and free booklet: 
“How to Simplify the Work in the Plumbing Shop. 
Haddon Bin Label Co., Haddon Heights, N. J 














Pipe Machines We specialize in 


and used 
pipe machines having in stock at all 
times all sizes from 2 inch to 12 inch. 


Think of pipe machines think of 
O’Brien, Philadelphia 
THE O'BRIEN MACHINERY CO. 
113 N. Third Street Philadelphia, Pa. 


Lene Distance Telephone: Market 0727 
ws Cable Address; OBRIEN Philadelphia 





ESTIMATE AND CONTRACT BLANKS, 

time cards and job tickets, illustrated 
stationery, etc, Prompt delivery. Send 
for samples and prices, Address Ger- 
mantown Duplicating Co., 5839 German- 


| 
| 


Books for Your Trade Library 


PRACTICAL METHODS OF SEWAGE 


DISPOSAL. By H. N. Ogden and H 
Bk. Cleveland Covers in detail the 
problem of sewage disposal for real 


dences, hotels and Inatitutions where 

connections to elty sewers are not 

available, Size, 54x94 In 132 pages 

Cloth Price, $1.60 

QUESTIONS AND ANSWERS ON THE 
PRACTIC BE AND THEORY or 


STEAM AND HOT WATER HEATING, 


ty R. M. Starbuck, Fifth edition A 
ready reference, dealing practioally 
and briefly with the different phases 
of Steam and Hot Water Heating, 
Vacuum and Vapor Heating, Acceler 
ated Hot Water Heating and Pipe Fit 
ting In connection with Refrigerating 
Plants A valuable work for the heat 
ing man Covers all the points on 
these subjects he should be famillar 
with Size 6x7% Inches 150 pages 
Price, postpaid, $1.60 
PRACTIO“ AND THEORY OF SANI- 
TARY PLUMBING Ky R. M. Star 
buck Vol. 1 Contains 400 questions 
with complete and comprehensive an 


auwers, covering everything the plumber 
should know regarding drainage and 
venting. A thoroughly practical plumb 
er's reference book brought up to the 
latest requirements in plumbing prac- 
tice Explains technical terms, gives 
rules and tables and is fully tllusa 
trated So popular has this book be- 
come that the 12th edition has been 
published The combined set of four 
volumes makes a complete preparation 


for Board and Health and unton ex 

aminations Size, 5x7 In 160 pages 

Cloth Price $1.60 

MERCHANDISING THE PLUMBING 
LUSINESS Ky Karl W. Zoeller A 


applied 
business, 
plumber, 


on merchandising as 
Plumbing and heating 
that should be read by every 
contractor or jobbing plumber The 
subject is completely covered by the 
twenty-six chapters, and in a manner 
making it interesting and easy to read 


It contains many valuable suggestions 


treatise 
to the 


on Window Display, Showrooms, Ad 
vertising, ete, No matter how large or 
small your business, you need this 
book Sfze 44%x6% Inches Over 100 
pages. Price, postpaid, $1.50 


Books Sent Parcel Post Prepaid 


Domestic Engineering 
1900 Prairie Avenue, Chicago 





town Ave., Philadelphia, Pa. 














BOMESTIC ENGINEERING 
1900 PRAIRIE AVE,- CHICAGO 


NE So id ke ee'nnduamas eke’ 
City and State 














SUBSCRIPTION RATES 
United States and possessions and all countries to which 
U.S. domestic postal rates apply; and Canada: 
1 Year, 52 Weeks, $2.00 3 Years, $5.00 Other Countries, 1 Year, $3.00 
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How much larger would your business 
be today if you had advertised con- 
sistently since the first day you opened up? 


* * * * * * 


CAN you name any business which has 
grown out of the one-man class which hasn’t 
been vigorously and constantly advertised? 


*% * * ¥ # * 


Has your business grown so that today it 
stands at the point you hoped it would—or 


is it developing too slowly? 


* * * * * * 


How many products do you use in your 
business or in your home that aren’t ad- 
vertised? Not many, are there? 


* * * * * * 
Lf you will answer these questions frankly, you will admit 
that your own business needs advertising. 
Use “DOMESTIC ENGINEERING” Advertising Editorial Service. 


12 Illustrations—three months’ service for—only $4.20. 
48 Illustrations—one year’s service—for only $15.00, a saving of 10%. 


The copy costs you nothing—you take it every week from 


DOMESTIC ENGINEERING. 


Tear out and mail this coupon—now! 











DOMESTIC ENGINEERING, 1900 Prairie Ave., Chicago 
three months’ 
one year’s 
I’m going to dominate in the plumbing and heating field in my community. 


Please enter my order for service of Advertising Editorials. 
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Cnnouncing- 
Our New Display 
Rooms. 


LONDON GUARANTEE 
and ACCIDENT BLDG. 


360 N.MICHIGAN AVE. 
CHICAGO 










| A Leaky Boiler is 
no match for X" 
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Talk about your Dempsey-Tunney Fight. Why, that wasn’t one, 
two, three with the way Old Boy ‘‘X’’ knocks the leaks out of a 
cracked boiler. 

‘*X’’ is winning fortunes for his friends. He has never lost a 
fight. Leaks and ‘‘X”’ are bitter enemies but ‘‘X’’ wins every 
time. Promote ‘‘X’’ to the limit—he’ll pay you back in dollars 
and cents. (ae 
Leaks in high and low pressure boilers 
are cured with ‘‘X’’ Liquid permanently. vs 
No need for costly shut-downs and expensive - 
repairs. ‘‘X’’ Liquid will do the work quickly : 
and inexpensively. ¥ 
In steam and hot-water heating systems ‘‘X’’ 
is indispensable. New installations can be 
made permanently leak-proof so that pipes 
and boilers can be covered without delay. 
Always include ‘‘X’’ when figuring an esti- 
mate. 

In old installations ‘‘X’’ is your best friend. 
There’s not a leak that ‘‘X’’ won’t find and 
seal permanently. During the Fall especial- 
ly, use ‘‘X’’ Liquid in reconditioning all types 
of steam and hot-water heating systems. 


There’s never a question who the winner’! 
be. ‘‘X’’ knocks out every leak. 
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REPAIRS LEAKS IN STEAM AND HOT WATER HEATING | 
SYSTEMS, HIGH AND LOW PRESSURE BOIL™™"/” 









